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Low Profile 15-W DC/DC Converters 

The new AHY 2800 Series of 15W DC/DC 
Converters features high power densities and 
ruggedized low profile packages only 0.405 
inches high. They are available in single, dual 
and triple output models and are fullv com 
pliant with MIL-STD 704 (A-E). MIL-STO-883 
and MIDH 38534 All AHV 2800 DC/DC con 
verier, withstand the so- Volt surge requirement of MIL-STD 704A and 
operate over the full military temperature range of -56’C to +125’C 
with no derating of power output These devices all have nominal 28 
VDC inputs and operate over a 16 VDC-40 VDC range. 

The AHV' 2800 Series feedback design is impervious to temperature, 
radiation, ageing or variations in manufacture. The unique circuitry 
provides high control loop gain, high phase margin, and an extremely 
wide bandwith. 
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Low Profile 12-WDC/DC Converters 

The AHP 2800 Series of [XVDC 
Converters feature single or dual outputs over 
the full military temperature range. No derat- 
ing in output power is required, making them 
suitable for use in rugged military applica- 
tions. The low profile, small outline package Is 
ideally suited to the tight board space re- 
quirements of many industrial and aerospace applications. Designed 
for nominal 28 VDC inputs, this family of converters meets all the 
requirements of MIL-STD-704D. 

The proprietary magnetic feedback circuit provides for an 
extremely wide bandwidth control loop with a high phase margin. 
These converters are manufactured in a facility fully qualified to 
MIL STD- 1772. Two temperature ranges and screening grades are 
available to satisfy a wide range of requirements. 

For More Information Write In No. 517 





Triple Output 30 -W DC/DC Converter 

The ATR 2815T triple output DCVDC 
Converter provides 30 watts of output power 
over the full military temperature rang** with 
no derating. This device is pin compatible with 
ATO Series converters but offers twice the 
maximum output power in a lower profile 
package. A custom CMOS ASIC pulse width 
modulator and a patented magnetic feedback circuit reduce circuit 
complexity and enhance reliability. This converter provides 500 -Volt 
input to output isolation and operates in a highly efficient single 
forward mode. 

The advanced design features an extremely wide bandwidth 
control loop with high gain and phase margin. The control loop is 
compensated to provide optimum performance over the full military 
temperature range and over the 16- to 40- Volt input voltage range. 

For Moro Information Writ# In No. 518 


High- Power 40-W 
DC/DC Converter 

The AFW 
2805S hybrid 
DC/DC Con- 
verter features 
high power 
density and full 
military 

temperature range operation without 
output power derating. The advanced 
feedback design provides fast loop re- 
sponse for superior line and load trans- 
ient characteristics and offers greater 
reliability than devices incorporating 
optical feedback circuits. The basic 
circuit topology is a push-pull config 
uration operat ing at a nominal switch- 
ing frequency of SOOKHz. 

This device is designed to meet 
MIL-STD 704A input requirements 
offering full performance over a 16- to 
50- Volt input range and operating at 
80 Volts for 100 milliseconds or 
100 Volts for up to 5 milliseconds. The 
AFW 2805S is packaged in a rugged 
parallel seam welded steel case using 
ceramic feedthrough pins to assure true 
long term hermeticity. 

Write In No. 519 

Space Application 
DC/DC Converters 

Advanced Analog’s high-perform- 
ance DC/DC Converters are now being 
shipped for mission-critical space 
applications. To meet space require- 
ments, proven radiation-hardened 
components are used in all necessary 
areas, such as the custom integrated 
circuits and power MOSFETs. And, 
because the magnetic pulse feedback 
circuits do not use opto-couplers or 
generate spurious RF energy, they are 
unaffected by time, temperature or 
radiation. These converters are all 
implemented using thick film hybrid 
technology and are fully certified and 
qualified to MIL-STD-883. 

Write In No. 520 

Military Video DACs 

Advanced I 
Analog intro- | 
duces two new ^ 
video D-to-A S 

converters: ^ 

the VDAC 1800 

KGB DAC M00SW. Both DACs an' 
screened to MIL STD-883. 

The VDAC 1800 Series consists of 
8-bit monolithic devices that provide 
latches for input data, and produce 
clean video output signals, driving 
75- or 37.5-ohm loads at an update rate 
of up to 80 MHz. All models can also 
produce composite sync and blanking 
signals, plus reference black, 
reference white, and 10% bright. 

Tli<* RGB DAC 3400SW combines 
three video-speed DACs, internal 
temperature-compensated reference, 
and all the control lines necessary for 
a complete RGB graphics color 
monitor interface. All this in a single, 
monolithic, low-power, CMOS/ITL- 
compatible 1C. 

Write In No. 521 





Introducing a true 100K 
rad-hard DC/DC Converter 
for aerospace programs. 

For mission-critical satellite and 
space probe systems, now there’s a 
high-density power source specifically 
designed to stand up to hostile radia- 
tion environments: The ART2800 
Series from Advanced Analog. 

This new design uses thick-film 
hybrid technology and proven rad-hard 
components. It delivers up to 30 watts 
of single, dual or triple output power, 
over the full military temperature 


range. And it’s guaranteed to withstand 
a total dose of 100K rad (Si)-with a 
2:1 design margin-and to tolerate 
extreme dose-rate upset, latchup and 
neutron fluence. 

The ART2800 Series meets the 
derating requirements of MIL-STD-975 
and MIL-STD-1547, is designed to com- 
ply with MIL-H-38534, and is manu- 
factured to space application require- 
ments in a facility hilly qualified to 
MIL-STD-1772. 

Advanced Analog is the recog- 
nized technology leader in high- 
reliability microcircuits for military 


and aerospace applications. The first 
DC/DC Converter supplier approved by 
DESC on Standard Military Drawings, 
our DC/DC Converters and other devices 
have tested the outer limits from the 
Patriot missile to the MLRS to the Space 
Shuttle to the C-17 aircraft. 

To get your rad-hard project off 
the ground quickly, call (408) 988-4930 
today. Or fax us at (408) 988-2702. 



Advanced 

Analog 

a division of Intech 


2270 Martin Ave., Santa Clara, CA 95050 






Performance or Price? 
Here’s a Win-Win Solution. 



1 MHz A/D 
throughput to 
host memory 




16 A/D Channels 


On-board DSP 


Custom ASICs 


24 Line Digital I/O 




WIN-30 Series Hardware 

• 1 MHz. 1 2-bit. 16 channel A^> (1 6 
channels at 62.5 kHz/channel) 

• 150 kHz. 16-bit. 16 channel A/D 

• Dual channel DMA or 16/32 bit 
Rep String operation 

•On-board DSP 

• Samples directly to all Windows 
memory at lull speed 

• Programmable gain and SSH 
models available 
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Status for Windows 


UEIDAQ Software Includes 


Windows 3.1 (including Visual BASIC) 
Windows NT and DOS drivers 


Windows NT and DOS drivers 

Complete source code in Microsoft C 
for entire driver system 

LabVIEW for Windows drivers 

Status for Windows™ advanced 
acquisition system is ready to use 


For your Data Acquisition needs, you don’t have to 
sacrifice performance for cost. The WIN-30D has it all. 
Speed, Power, Performance and Price. The WIN-30D j 
features a 1 M-sample/sec, 12-bit, 16-channel A/D with j 
24 digital I/O lines, and the power of Windows. 

At $995 the W1N-30D gives you a board you’d expect 
to pay up to three times more for. Call 800-829-4632 
for a free catalog and demonstration and see for yourself. 1 


UNITED ELECTRONIC INDUSTRIES 

Leaders in Windows Data Acquisition™ 


Call 800 - 82 -WINDAC for free catalog and demonstration disk 


Ten Dexter Avenue, Watertown MA 02172 617-924-1155 Fax:617-924-1441 Telex: 6732760 CompuServe 71203,1116 

©Copyright 1993, United Electronic Industries, Inc. All rights reserved. Product and company names listed are trademarks or trade names of their respective companies. 
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MOOSOFT. 

WINDOWS. 

CoMisnio. 


RECORDING AT 
UP TO 32 Mb/SEC 
ISN’T ITS MOST 
ATTRACTIVE 
FEATURE. 



THE METRUM BUFFERED VLDS 
DIGITAL DATA RECORDER 

A data rate of up to 32 megabits per second 
is nothing to sneeze at. It can let you do a lot 
of things. And do them very well. 

But it can cost you an arm and a leg. 

Unless you use your head. And get yourself 
a Metrum BVLDS digital data recorder. 

This full-featured cassette machine costs 
about half of what you’d expect to pay for 
such impressive specifications. 

Plus, the new Metrum BVLDS is virtually 


maintenance-free. Needs no calibration or 
head cleaning. Takes only seven inches of 
rack space. And uses compact, economical 
ST- 120 cassettes, which can save you a lot 
in storage hassles and media costs. 

The BVLDS also comes with a parallel, 
serial or SCSI interface. 

All things considered, it’s hard to say what 
this unique machine’s best feature is. 

But its low price is a great place to start. 

METRUM 


FOR TECHNICAL LITERATURE ON THE METRUM BUFFERED VLDS, CALL 1-800-METRUM-2. 

For llteraturs writs In 559 
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More than Just 
Ease of Use ... 



True 

Productivity 


S ure, graphical programming offers ease of use, but 
the true measure of your success is productivity. 

For seven years, LabVIEW* has championed 
graphical programming for instrumentation. And 
for the thousands of real-world applications like 
yours, LabVIEW has delivered flexibility, power, and 
performance to ensure productivity. 



tures keep diagrams manageable. You can modularize, 
test, and reuse each of your software components. And 
with the LabVIEW debugging tools, you'll drastically 
reduce your development time. 


Flexibility. LabVIEW is a complete language, so you won’t 
spend time working around limitations. You can easily 
add custom controls to front panels. You can build dia- 
grams with icons for GPIB, VXI, and RS-232 instruments, 
and plug-in data acquisition boards. You can analyze 
your data using simple statistics or real-time digital signal 
processing. And you can even link in compiled C code. 


Performance. With the compiled performance of 
LabVIEW, you won't waste time optimizing your 
lillMEW program. You'll increase productivity while 

lowering system cost and raising system throughput. 

LabVIEW is not just a pretty user interface and a bunch 
of icons. LabVIEW delivers the true productivity of an 
easy-to-use, yet flexible, high-performance graphical 
programming system. 


Power. LabVIEW pays big dividends as 
your programs become more sophisti- 
cated. Our patented programming struc- 



y NATIONAL 
HI 


INSTRUMENTS 

The Software is the Instrument ® 


Call for FREE LabVIEW 
demo software 
(800) 433-3488 
(US. and Canada) 



6504 Bridge Point Parkway • Austin, IX 78730-5039 • Tel: (512) 794-0100 • 95 (800) 010 0793 (Mexico) • Fax: (512) 794-841 1 

Branch Offices: Australia 03 879 9422 • Austria 0662 435986 • Belgium 02 757 00 20 • Canada 519 622 9310 • Denmark 45 76 26 00 • Finland 90 527 2321 • France 1 48 65 33 70 • Germany 089 714 50 93 
Italy 02 48301892 • Japan 03 3788 1921 • Netherlands 01720 45761 • Norway 32 848400 • Spain 91 640 0085 • Sweden 08 730 49 70 • Switzerland 056 27 00 20 • UK. 0635 523545 

C Copyright 1993 National Instruments Corporation. All rights reserved. Product and company names listed are trademarks or trade names of their respective companies. 


See us at Comdex, booth S781 
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"General Devices? Don't they make..." 







Okay we admit we don't have the most descriptive com- 
pany name in the world. Just so you'll know, 
here's what we make. Slides: Hundreds 
of standard Chassis Trak* telescoping slides — 
solid bearing, roller bearing, ball 
bearing and bottom mount models. 

Cabinets & Racks: a 

big selection of standard Vent Rak» products 
for electronics, telecommunications equipmen! 

and more. Accessories: 

Cooling modules, handles and pulls, 
shelves, drawers, and much, much more. 

Custom Engineering: cam 

find exactly what you need? We'll make it — even design 
it — just for you. You see, our name 
may be General Devices, but our 
specialty is specific solutions. 



GENERAL 


Electronic Harefware 
Manufacturers 


General Devices Company, Inc. 

1410 S. Post Road, P.O. Box 39100, Indianapolis, IN 462394)100 

For more information call 1-800-626-9484 
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30 Special Focus: Advanced Manu- 
facturing 

30 Techniques for Mass Production of 
Tunneling Electrodes 

30 Electroform Welding 

31 Automated Welding System 
36 Manufacturing Complicated Shells and 

Liners 

36 Computer Programs for Automated 
Welding System 
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74 Cryogenic Blackbody-Radiation Calibration 
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Temperatures 
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Properties of Composites 

77 Slow-Wave Acoustic Isolation for Measure- 
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To Backup 50 GB, Two Recording 
Heads Are Better Than One. 


Single: 

Drives can 
operate 

independently. 


Cascade: 

Data automatically writes 
to the second tape when 
the first tape is full. 


Mirroring: 

Writes the same data 
to both tapes 
simultaneously. 


Striping: 

Writes data to two tapes at 
once, in alternate blocks, 
doubling capacity and speed. 


[ 25 ? 


Write-Mirrored EOT 10.2 Comp 

480 MB Remaining 1100 KB/S 00.3 X ECQ 


> Write-Mirrored BOT 10.2 Comp 

[25,480 MB Remaining 1100 KB/S 00.3 * ECC 
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CY-8505 


Introducing the dual drive 
CY-8505 with the Advanced SCSI 
Processor. 

Working independently, each 
drive can store up to 25 GB, at speeds 
of up to 90 MB per minute. So it's 
perfect for unattended backup. 

But performance really hits the 
ceiling when the drives work together. 

Four selectable recording modes, 
plus offline copy and verify, give you 
the flexibility to write 50 GB of data 
any way you need to. 


Consider it a data storage 
management tool, a solution that will 
solve the problems you encounter 
every day. The need for higher 
capacity and speed; the need to make 
duplicate tapes for off-site storage 
and data exchange; the need for real- 
time status information-and the 
need to save resources and boost 
productivity on every level . 

Each tape drive offers the most 
advanced in data recording technol- 
ogy. Our hardware data compression 


option is the fastest available. And it’s 
switch-selectable, so you can read 
and write uncompressed data for 
compatibility with other sites. Add 
accelerated file access to locate a single 
file in an average of 85 seconds. And 
we even offer a data encryption option 
that lets you control access to 
sensitive data. 

All this, and the proven reliability 
and price performance of 8mm 
helical scan tape storage. 

We back this turnkey solution 
with a two year warranty that in- 
cludes responsive service and 
technical support from our in-house 
engineering group. 

If you need a data storage 
solution that means business, call 
today for more information at: 

(804)873-9000 

CONTEMPORARY 


TRUE COMPATIBILITY WITH 
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Convergent 

DEC Unibus 
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Douglas 
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Sequent 

Unisys 
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DEC 0-Bus 
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Motorola 

PC MS-DOS 

Silicon 

Ultimate 

Concurrent 

DEC TU/TA81 

IBMRT 

NCR 

PC Xenix/Unix 

Graphics 

Wang-a ndmore 
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A robot-control scheme developed at Jet Propulsion Laboratory 
enables autonomous supervisory, shared, and teleoperative con- 
trol of a manipulator arm equipped with multiple position, force, 
and velocity sensors. The manipulator acts as a different speci- 
fied impedance to each real or virtual sensor source and permits 
easy integration of new sensors into the system. See the tech 
brief on page 1 08. Photo courtesy Jet Propulsion Laboratory 


Editor’s note: 

NASA Patents did not run last month as scheduled due to a 
printer’s error. It appears instead on page 12 of this issue. 
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Integrated Optimization by Multilevel 
Decomposition 
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On the cover: 

The NPO Energomash engine marketed by the Govern- 
ment Engines and Space Propulsion division of Technol- 
ogy 2003 exhibitor Pratt & Whitney is designed to power 
vertical takeoff/horizontal landing single-stage-to-orbit 
vehicles. See the Technology 2003 Exhibits Preview be- 
ginning on page 14. 

Photo courtesy Pratt & Whitney Government Engines and Space Propulsion 
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SCIENCE SCOPE 


In a concerted effort to save our planet . NASA will be enlisting 30 different sensors to collect data 
on key environmental conditions. At the heart of this multisatellite program, called Mission to 
Planet Earth, is Hughes Aircraft Company’s MODIS sensor — or Moderate Resolution Imaging 
Spectroradionieter. MODIS will help scientists estimate the amount of radiation that enters the Earth’s 
atmosphere, the amount absorbed into it, the amount radiated back into space, and the amount 
trapped in our atmosphere — causing global warming. Expected to be launched in 1 998, MODIS will 
be based on a polar-orbiting platform, where it will collect data for at least five years. 

The first-ever cable TV system in the skv. WorldLink”' . designed by Hughes, offers airline passengers 
a new level of comfort and convenience. Now in operation on Northwest Airlines 747 flights to 
the Pacific Rim, WorldLink provides a range of entertainment, shopping, business, communications, 
and tourist information. WorldLink gives each passenger a personal touch-screen, high-resolution 
liquid crystal display monitor, with full control of whatever programs and services they want. 
Passengers can even tap into the airliner’s 200-megabit on-board computer, accessing a huge 
database of up-to-the-minute information on worldwide currency valuations, connecting flights, 
and hotel accommodations. Northwest eventually plans to install WorldLink systems on its entire 
fleet of airplanes. 

Thailand will have its first domestic communications satellite system in 1993. Hughes will provide 
Bangkok's Shinawatra Computer Company with two HS 376 spin-stabilized satellites, as well as 
ground equipment and training support. These new spacecraft will be smaller, lighter-weight versions 
of the standard HS 376. Hughes’ spacecraft have helped many countries establish commercial 
communications services, beginning with Canada in 1972. 

Four major airports in the Ukraine may be completely modernized , with advanced technology and 
systems built by Hughes. The plan, which would focus on airports at Kiev, Odessa, Lviv, and 
Symferopol, is designed to automate these airports through electronic data interchange. Its objective 
is to integrate aircraft operations, passenger handling, air traffic control, security, and administration 
into one highly efficient unit. Using computer technology can dramatically enhance an airport’s 
efficiency and service, and help it increase revenues and adhere to more stringent regulations. 

A new laser transmitter could help the U.S. Army detect and identify chemical agents on the battlefield. 
Designed for fixed-site, vehicle, and airborne applications, this Hughes-built laser is the key component 
for a sensor system that provides stand-off coverage for detection of nerve gas, blister and other chemical 
warfare agents. It is capable of very high pulse repetition rates, enabling it to rapidly scan a wide area and 
detect low concentrations of chemical agents at extended ranges. In addition to military applications, this 
laser technology could be applied to environmental uses such as monitoring industrial chemical 
emissions and urban pollution. 


For more information write to: P.O. Box 80032. Los Angeles. CA 90080-0032 
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New Link 

BETWEEN 

COMPUTER 

Graphics 
& Video 

THE LATEST ADDITION TO 
THE RGB SPECTRUM FAMILY OF 
VIDEO SCAN CONVERTERS 



1500 SERIES 

CONVERTS HIGH SCAN RATE 
IMAGES FROM COMPUTERS, 
RADAR, OR FLIR SENSORS TO 
VIDEO FORMAT FOR RECORDING 
TRANSMISSION, PROJECTION 
AND TELECONFERENCING 


Adjustment free auto-locking 
to all workstations and PCs 

Flicker-free, broadcast quality 
NTSC RS-170A or PAL 
composite video, S-Video 
and RGB outputs 

Optional RGB 31.5 kHz 
for video projection 

Optional graphics/video overlay 

Full 24-bit color processing; 
over 16 million colors 

Models from $9,495.00 

Made in the USA 

GSA Contract #GS03F2032A 


SPECTRUM® 
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MIS Manager Ted Morawski 

Accounting Sylvia Valentin 

Mailroom Manager Thomas C. Snyder 

ADVERTISING: New York Office: (212) 490-3999 FAX (212) 986-7864 
ACCOUNT EXECUTIVES: 

NY. NJ Brian Clerkin 

at (201) 366-2751 

PA, DE, NJ (Area Code 609), VA, DC, MD, WV Tara Morie 

at (215) 640-3118 

Eastern MA, NH, ME. Rl Paul Gillespie 

at (508) 429-8907; Bill Doucette at (508) 429-9861 

Western MA. CT, VT George Watts 

at (802) 875-3310 

Southeast. Southwest Douglas Shaller 

at (212) 490-3999 

OH, Ml, IN, KY Scott Burrows 

at (216) 928-1888 

Northern IL. Wl Paul Lesher, CBC 

at (312) 296-2040 

Southern IL. MO, IA, MN, ND. SD, NE. KS Melinda Mead 

at (312) 296-2040 

Northwest— WA. OR, ID, MT. WY Bill Hague 

at (206) 858-7575 

West Coast — CA, AZ, NV, NM, UT Stillman Group 

at (310) 372-2744 
for Area Codes 310/213/818/805/801: Tom Stillman 
for 505/602/619/702/714: Stan Roach 
for 408/415/510/707/916: Robert Hubbard 
at (510) 846-6816 

Japan Akio Saijo 

at 03 (3555)0106 
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Quick, which application uses Vespel? 



Actually, they all do. 

Design engineers are discovering that DuPont 
Vespel* polyimide parts aren’t just for high- 
performance applications anymore. 

They’re a cost-effective solution for a 
wide range of general applications. 

Take EM&S, Inc. They were developing 
a constant-duty motor for supermarket 
freezer fans. But instead of 
expensive bronze or ball 
bearings, which need 
lubrication, EM&S used a 
lubrication-free bearing of Vespel. Vespel combines 
the best properties of ceramics, metals and plastics 


*« 

M 


IF YOU WANT TO 
GET TECHNICAL 
For additional 
properties data, call 
our Polyfax su Instant- 
Response Polymer 
Information Service. 
Dial 1-800-225-5387. 

At the prompt dial: 2607 


with superior compressive strength and resistance to 
wear and friction - even at 550°F temperatures. 
What’s more, DuPont provided machined prototypes 
and recommended a direct-forming process which 
reduced manufacturing costs. 

Because DuPont actually makes 
Vespel parts, our customers get 
something they can’t find anywhere else: 
technical and design assistance right 
through to the finished part. 

Let DuPont help you design a cost- 
effective Vespel solution for your next 
application. To learn more, talk to a DuPont sales 
engineer. Just call 1-800-972-7252. 



Engineering Polymers 



3M Reduces 
Solvents Used 
In Electrical Tape 
Manufacturing 

Reduction of solvent 
usage assures users of 
future tape availability as 
worldwide environmental 
concerns heighten 



New sixteen page brochure 
describes over 50 Scotch electrical 
tapes for OEM applications, and 
other electrical insulation products. 


AUSTIN, Tex. — The 3M Electrical 
Specialties Division is implementing sol- 
vent reduction processes in the manufac- 
ture of OEM insulating electrical tapes. 
The established goal is to reduce solvent 
purchases and usage by 80 percent. 

Customers incorporating 
these insulating tapes 
in present products, 
re-designs and new > 

products will be ^ 

assured of a reli- 
able source J 
well into the 
21st Century. 

3M is also 
taking a 
holistic view 
of its efforts 
to achieve a 
cleaner envi- 
ronment, believing that it is important to 
examine the full scope of a product’s 
impact on the environment - beginning 
with product design and the manufacturing 
process, and extending to product usage, 
packaging and disposal. 

The tapes are designed for use in OEM 
electrical applications to insulate, hold, 
protect and identify electrical conductors, 
components and circuits. Solvent reduc- 
tion processes will be extended to as many 
OEM electrical tapes as possible. The fol- 
lowing tapes with a thermosetting rubber- 
resin adhesive have already been released: 
No. 2 and 38 Crepe Paper 
No. 27 Glass Cloth 
No. 46, MR 98 Polyester Film/ 

Glass Filament 

No. 44, 55, 1 174, MR 93, MR 93B, 

MR 94, MR 94B Polyester Film/MAT 
MR 96 Polyester Film 


For more information, contact a 
3M Electrical Specialties Division repre- 
sentative or authorized distributor, or call 
1-800-328-1368. 


3M Electrical Specialties Division B 

6801 River Place Boulevard _VH| 

Austin, Texas 78726-9000 W ■ 
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STENTS 


NASA has a portfolio of 3000 patents and 
pending applications available now for li- 
cense by businesses and individuals, in- 
cluding these recently patented inventions: 

Apparatus for Intercalating Large 
Quantities of Fibrous Structures 
(US Patent No. 5,225,171) 

Inventor: James R. Gaier, Lewis Research 
Center 

A device intercalates fibrous compounds 
including silicon, carbon, ceramics, and, most 
importantly, graphite compounds, potentially 
advantageous as electrical conductors. A 
mat or cloth of a fibrous compound is rolled 
and inserted into a rotatable reaction cham- 
ber, which is sealed and evacuated. Suffi- 
cient liquid-phase intercalation to submerge 
the material and trigger a reaction when 
heated, cooled, or pressurized goes into the 
chamber, which is rotated. The resulting 
compounds yield conductivities two-ten times 
greater than untreated graphitized material 
and resistivities similar to silver. 

For More Information Write In No. 740 

Shear-Sensitive Monomer-Polymer 
Laminate Structure and Method of 
Using Same 

(US Patent No. 5,223,310) 

Inventors: Jag J. Singh, Abe Eftekhari, and 
Devendra S. Parmar, Langley 
Research Center 

Shear-sensitive monomer cholesteric liquid 
crystals are used for flow visualization and 
surface temperature measurement in sub- 
sonic and supersonic wind-tunnel experi- 
ments. When exposed directly to wind flow, 
however, the film's low viscosity and poor 
wettability result in thinning and washing out. 
The technique uses a laminate structure of a 
liquid crystal polymer on the test surface to 
aid in shear-stress determination. A thin, 
light-absorbing coating applied to the sub- 
strate permits bonding steric interaction 
between the polymer and the overlying mono- 
mer thin film. Light is directed through and 
reflected by the monomer film, whereas 
unreflected light is absorbed by the underly- 
ing coating. The wavelength of the reflected 
light indicates the shear stress. 

For More Information Write In No. 741 

Miniature Modular Microwave 
End-to-End Receiver 
(US Patent No. 5,218,357) 

Inventors: Lin M. C. Sukamto, Thomas W. 

Cooley. Michael A. Janssen, and 
Gary S. Parks, Jet Propulsion 
Laboratory 

Microwave communication and radiometric 
components are susceptible to errors due to 
temperature fluctuations in different parts of 
the system. These errors can affect mea- 
surement accuracy at radiation levels around 
20-30 GHz that indicate atmospheric mois- 
ture concentration in studies of aircraft-wing 
ice formation and global warming. JPL re- 
searchers have devised an end-to-end modu- 


lar microwave water vapor radiometer, in- 
cluding an antenna and single heat sink, 
contained in a hybrid package several cen- 
timeters in length and a few centimeters in 
height and width. Use of an L-shaped sub- 
strate permits the mounting and connection 
of many integrated circuits and provides 
unlimited access along three orthogonal di- 
rections, as well as a temperature-impervi- 
ous digital signal at the output end. 

For More Information Write In No. 742 

Programmable Remapper With Single 

Flow Architecture 

(US Patent No. 5,208,872) 

Inventor: Timothy E. Fisher, Johnson 
Space Center 

Mapping and transforming a real-time video 
image to produce rotation and scale invari- 
ance in the output, while still in the spatial 
domain, substantially eliminates the rotation 
and scale sensitivity requirements of a trans- 
formed image's optical correlators. A novel 
remapper comprises numerous subproces- 
sors for parallel reception and transformation of 
a digital image and for producing an output 
matrix of the transformed image that is the 
same size and shape regardless of changes in 
size or rotation of the input image. 

For More Information Write In No. 743 

Fill Yam Insertion and Beatup Using 
Inflatable Membrane 
(US Patent No. 5, 188, 153) 

Inventor: Gary L. Farley, Langley Center 
Conventional reeds used to beatup fill yarn 
in a fabric cannot be used in structural pre- 
forms that have yarns oriented along the 
fabric bias because elements of the reed hit 
the bias warp yarn. Mr. Farley’s apparatus 
uses a rapier with a means for holding yarn 
and a channel with a flexible inflatable cover 
or boot. Fill yarn is inserted into the channel 
and the rapier extended into a shed in the 
warp yarns. After actuators push the rapier 
into the fell of the fabric, the cover over the 
channel is inflated, inserting the yarn into the 
fell and performing beatup along the bias. 
For More Information Write In No. 744 

Planar Microstrip Yagi Antenna Array 
(US Patent No. 5,220,335) 

Inventor: John Huang, Jet Propulsion 
Laboratory 

Mr. Huang has designed a directional micro- 
strip antenna array that includes a dielectric 
substrate having a groundplane on the first 
surface and a driven patch on the second. 
The driven patch’s surrounding isolated re- 
flector and one or more coplanar directors 
are separated from the groundplane by 0.1 
wavelength or less. This provides endfire 
beam directivity without requiring power di- 
viders or phase shifters. The configuration 
can conform to the shape of a mobile unit 
such as an airplane wing while providing the 
highly directional antenna patterns achiev- 
able with Yagi dipole arrays. 

For More Information Write In No. 745 
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IRIS Explorer™ 


tSUEEl 

Get back to the business of 
problem solving 



T ake a look at IRIS Explorer. 

-the new generation 
visualisation package. 

It can provide you with real 
understanding of your data with 
the minimum of effort. Already in 
use at thousands of sites on Silicon 
Graphics systems, IRIS Explorer 
is now becoming available on 
computers from Sun 
Microsystems, Hewlett-Packard, 
IBM, Digital Equipment 
Corporation and Cray Research. 


from the modules which your 
users will want to see. They get 
just the functionality they 
require - you get their solution 
to them faster. 


Make it easy 

With IRIS Explorer, you can inter-actively 
create applications for analysing complex 
multi-dimensional datasets - often without 
any programming at all. Simply choose 
modules from the IRIS Explorer library, 
connect them together using a point-and- 
click interface, then run the application 
you’ve created. 

It’s as easy as that. 


Use your power 

You can use the full range of workstations 
in your organisation to solve your problem. 
You can use the same simple point-and- 
click interface to select modules from any 
machine on the network which is running 
IRIS Explorer and then distribute your 
computing or visualisation task across the 
network. 

Get the picture 

When you can visualise your data, you can 
work with it in a new way - see what 
you”re doing - show it to others - make 
the right decisions. 

Why not take a look at IRIS Explorer. It’s 
just waiting to help you. 


of visualisation techniques. Try out 
contours, slices, vectors, streamlines, 
edge detection or filtering; combine 
techniques - add a key to the image - 
create an animation - annotate it - move 
it round. It’s right in front of you. 


Get it all together 

Over 140 modules are bundled with IRIS 
Explorer to read, sample, transform and 
display data. IRIS Explorer also contains 
powerful tools which make writing your 
own modules easy. Many of your existing 
programs will make suitable IRIS Explorer 
modules, with little work! 

When you’ve got your application the way 
you want, you can deliver it as a stand- 
alone solution. IRIS Explorer makes it 
easy to interactively design the user 
interface by choosing the control widgets 


IRIS Explorer Centre (Europe) PO Box 50 OXFORD 0X2 8JU UK. Tel: +44 (0)865 516377 Fax: +44 (0)865 516388 e-mail: helpdesk@iec.co.uk 

IRIS F.xplorer Centre (N. America) 1400 Opus Place Suite 200 Downers Grove IL 60515-5702 USA Tel: +1 708 971 2376 Fax: +1 708 971 2706 e-mail: infodesk@nag.com 
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TECHNOLOGY 



Exhibits Preview 

Technology 2003 (December 7-9, 1993, Anaheim, CA convention center) will feature 80,000 
square feet of exhibits by federal labs, industry, and academia demonstrating new inventions, 
products, and processes offered for license or sale. The event began in 1990 as a showcase of 
NASA technology, and has grown to become the world’s largest and most diverse technology 
transfer conference and exhibition. Following is a list of this year’s exhibitors. 



Booth 

Aerospatiale 809 

Les Mureaux Center, France, 
will highlight its role in various European space pro- 
jects and exhibit new products and technologies in 
such areas as thermal protection, magnetic bear- 
ings, and HP filament winding. 


Jet Propulsion Laboratory will demonstrate 
Rocky IV, an intelligent microrover developed 
to validate possible NASA mission scenarios, 
particularly Mars exploration. The robot's 
navigation and sensing technologies may 
prove useful on Earth for remote surveying 
and environmental monitoring. 


Alberta Economic Development and Tourism 1 1 33 
Edmonton, Canada, 

will feature resources for technology development 
in the province of Alberta as well as university tech- 
nology transfer centers. Co-exhibitors include the 
Alberta Microelectronic Center, Calgary Research 
and Development Authority, Economic Devel- 
opment Edmonton, Alberta Heritage Foundation for 
Medical Research, Alberta Research Council, 
University Technologies International, and the Uni- 
versity of Alberta. 

Allied-Signal — Kansas City Division 230 

Kansas City, MO, 

will showcase manufacturing process capabilities 
with an emphasis on rapid and environmentally- 
conscious manufacturing. 


Altron Inc. 810 

Anoka, MN, 

provides custom electronic assembly from printed 
circuit boards to complete products to UL, CSA, 
MIL, and FDA requirements. Also available are SMT 
and through-hole capabilities with in-circuit or 
functional testing and special process development 
for production of unusual projects. 

American Inventors Corp. 309 

Westfield, MA, 

will exhibit new inventions and patents available for 
licensing or sale to manufacturers, small businesses, 
or venture capitalists. Categories include toys, secu- 
rity, housewares, sporting goods, and novelties. 


Arnold Engineering Development Center 1 32 
Arnold Air Force Base, TN 

The AEDC will demonstrate unique aerospace 
ground test capabilities in simulating flight and 
space environments, including specialized test and 
analysis technologies developed at the center. 

Austrian Trade Commission 1 032 

Los Angeles, CA, 

will showcase high technology, R&D, patents, prod- 
ucts, and services available for licensing and joint 
ventures, including opportunities for US companies 
for technical and R&D cooperation in Austria. 

Axiomatics Corp. 225 

Woburn, MA, 

will feature leading-edge technology for microcellu- 
lar foam, ice detection, and moisture detection. 

Ballistic Missile Defense 329 

Organization Technology Applications Program 
Washington, DC, 

is responsible for transferring BMD-funded tech- 
nologies to the commercial marketplace and other 
government agencies. Spinoffs with medical, elec- 
tronics, optics, computer, energy, materials, and 
manufacturing applications will be exhibited. 

BF Goodrich Aerospace/Simmons Precision 31 1 
Vengennes, VT, 

will highlight optical speed and torque measure- 
ment, noncontact fuel interrogation systems, and 
integrated vehicle utilities management systems. 

BHK Inc. 525 

Pomona, CA, 

will demonstrate two new light sources — MAXIR™ 
and HOTSPOT'" — and electro-optics capabilities. 

Boeing Defense & Space 420 

Huntsville, AL, 

will highlight Space Station, an international labora- 
tory in space where scientists and technologists will 
carry out unprecedented research. 

Brookhaven National Laboratory 341 

Upton, NY, 

will focus on basic and applied research in the 
physical, biomedical, and environmental sciences 
and in selected energy technologies. 

Bulova Technologies Inc. 304 

Lancaster, PA 

"Watchworking" skills for ultra-precision machining 
are available in Bulova's design, prototype, and 
manufacture of mechanical, electronic, and electro- 
mechanical assemblies. 
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California Manufacturing Technology Center 641 
Hawthorne, CA, 

assists small- and medium-sized manufacturers to 
increase their productivity and competitiveness 
through improved methods of manufacturing and 
management of the total enterprise. 

Canadian Consulate General 1127 

Los Angeles, CA, 

promotes high technology goods and services from 
Canada to interested US companies and assists US 
companies seeking Canadian strategic partners for 
mutually beneficial technology exchange. 

Canon Communications Inc. 324 

Santa Monica, CA, 

publishes trade magazines and other publications 
for the medical device and contamination control 
industries. Titles include Medical Device & Diag- 
nostic Industry, Medical Manufacturing News, Mic- 
rocontamination, and Designer's Handbook: Medi- 
cal Electronics. 

Catalyst Advertising 409 

Fallbrook, CA, 

will focus on 3000 patents for license. More than 
10,000 product requests have been received from 
manufacturers, newspaper publishers, and databases. 

Center for Optics Manufacturing 910 

Rochester, NY 

Center representatives will provide materials on 
current programs such as Opticam, Opticim, 
Process Science, Optimod, and Magnetorheological 
Finishing. 

Centro Estero 1016 

Torino, Italy 

The Centro Estero Camere Commercio Piemontesi 
is a foreign trade center established to promote and 
develop international business relations and high 
technology exchanges. 

Coastal Systems Station 744 

Panama City, FL 

Federal laboratories and four research universities 
will describe unique technology and test facility 
assets available in numerous technological fields, 
including materials, biology, environmental sci- 
ence, explosives, sensory, and superconductivity. 

The Consortium of Navy Laboratories 408 

China Lake, CA 

Ten US Navy laboratories will be represented at this 
exhibit. The product areas in which they perform 
research encompass a broad spectrum of technical 
research and development. The laboratories to be 
represented are: Naval Air Warfare Center: Aircraft 
Division — Indianapolis, IN; Patuxent River, MD and 
Warminster, PA. Weapons Division — China Lake, 
CA and Point Mugu, CA. Training Systems 
Division — Orlando, FL. Navy Command, Control, 
and Ocean Surveillance Center: RDT&E Division — 
San Diego, CA. Naval Facilities Engineering Service 
Center, Point Hueneme, CA. Naval Surface Warfare 
Center, Dahlgren Division, Silver Spring, MD. 
Naval Undersea Warfare Center, Newport, CA. 

Coming Inc. 212 

Corning, NY, 

is seeking to license or partner its materials science 
and process engineering technologies involving 
glass, ceramics, glass-ceramics, and composite 
materials. 

COSMIC/The University of Georgia 819 

Athens, GA 

NASA's Computer Software Management and 
Information Center (COSMIC) will demonstrate soft- 
ware developed or funded by NASA and available 
for use in industry, education, and government. 


Cybernet Systems Corp. 1 22 

Ann Arbor, Ml, 

will showcase a six-axis, force-reflecting robotic 
handcontroller interfaced to a virtual reality graphi- 
cal world. Applications include molecular modeling 
and teleoperation for hazardous environments. 

DATATAPE Inc. 204 

Pasadena, CA, 

will display high-performance rotary digital and 
analog magnetic tape recording systems for various 
military, aerospace, and commercial applications. 

Delta Tau Data Systems 308 

Northridge, CA, 

will display DSP-based multi-axis controllers with 
sophisticated, flexible control algorithms, motion 
descriptions, and analytic tools. 

Diamonex Inc. 426 

Allentown, PA, 

manufactures polycrystalline and amorphous dia- 
mond-coated products for the electronics, optics, 
and medical industries that offer high-performance, 
scratch and corrosion resistance, and longer wear. 

Earth Data Analysis Center and ASPRS 522 

Albuquerque, NM, 

will highlight remote sensing and geographic infor- 
mation system applications. The American Society 
for Photogrammetry & Remote Sensing is a scientif- 
ic association serving over 8000 members world- 
wide, including remote sensing specialists, pho- 
togrammetrists, CIS specialists, cartographers, sur- 
veyors, and geodesists. 

Earth Observation Magazine 520 

Aurora, CO, 

is an international publication integrating GIS, 
remote sensing, and gas image processing to find 
solutions in environmental resource infrastructure 
management. 

Edgewood Research, 439 

Development, and Engineering Center 
Aberdeen Proving Ground, MD, 
provides opportunities in passive IR/IMS sensor 
technology, air purification/ventilation, bioremedia- 
tion, molecular modeling, aerosol science, toxicolo- 
gy, animal test alternatives, and biopolymer/tandem 
mass spectrometry. 

EG&G Mound Applied Technology 327 

Miamisburg, OH, 

is a Department of Energy technology development/ 
production site specializing in developing manufac- 
turable products using an on-site, fully-equipped 
scientific laboratory, a modem machine shop, and 
production capabilities. 

The Enright Company 71 5 

Tustin, CA, 

will exhibit Coreco frame grabber boards, commu- 
nication specialties, "scan-do" scan converters, and 
PULNIX video cameras. 

Ergonomic-Interface Keyboard Systems 403 

La Jolla, CA, 

will display a novel keyboard design that offers a 
potential solution to repetitive motion injuries suf- 
fered by computer users. The invention's easy-to- 
use, vertically-arranged keyboard halves reduce the 
risk of injury by permitting users to position their 
bodies in optimal alignment with the keyboard. 

ESL Inc., a subsidiary of TRW 208 

Sunnyvale, CA, 

will demonstrate its VP5000 wideband signal analy- 
sis system, an integrated wideband data acquisition, 
playback, and processing workstation based on cus- 
tom and commercial NuBus cards and high-perfor- 
mance application software. 


ETH Zurich Electronics Laboratory 1028 

Zurich, Switzerland, 

is a researchAechnology transfer center for electron- 
ics, biology, chemistry, physics, mechanical engi- 
neering, and computer science. The exhibit will fea- 
ture a desktop supercomputer. 

Federal Aviation Administration 644 

Atlantic City, Nj, 

will showcase technologies currently under devel- 
opment/deployment in the FAA including GPS, air- 
craft safety, ATC, airport capacity and runways, human 
factors, surveillance, and radar technology. 

Federal Highway Administration 237 

Capitol Heights, MD, 

will highlight the latest technologies for pavements, 
structures, safety, and traffic, as well as the Intelli- 
gent Vehicle-Highway Systems. 

Federal Laboratory Consortium 229 

Sequim, WA, 

provides access to technical expertise and unique 
facilities available in the federal laboratories. 



Hughes' exhibit will include integrated circuit 
and multi-chip advances for OEM design appli- 
cations. 


Great Lakes Composites Consortium 305 

Kenosha, Wl, 

will detail its role in developing composites technolo- 
gy through the Navy Center of Excellence for 
Composites Manufacturing Technology and the trans- 
fer of that technology to commercial applications. 

HEMCOCorp. 816 

Independence, MO, 

will exhibit the Unilab, a preengineered modular 
room structure built to meet cleanroom, environ- 
mental control, and insulated self-contained lab 
enclosure specifications. 

Hewlett-Packard Co. 804 

Rockville, MD, 

will display industry-leading, high-performance 
workstations available on the SEWP contract, as 
well as applicable software, including imaging 
technology. 
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Technology 2003 Exhibitor Directory 


Hughes Microelectronics 921 

Newport Beach, CA 

The firm manufactures silicon semiconductors, 
hybrid packaging, multichip modules, RF subsys- 
tems, and microwave/millimeter-wave ICs. 

Idaho National Engineering Laboratory 233, 938 
Idaho Falls, ID, 

will showcase nuclear reactor research, waste treat- 
ment technology, materials research, biotechnolo- 
gy, chemical sciences, applied engineering, and 
rapid prototyping. INEL also will exhibit the 
CyberTran system, an affordable, high-speed, ener- 
gy-saving mass transit system that is an electrically- 
powered steel-wheel-on-steel-rail. 

NT Research Institute 323 

Rome, NY 

IITRI's Engineering and Information Systems Divi- 
sion focuses on reliability, logistics, software sci- 
ence and engineering, manufacturing technologies, 
environmental remediation, and pesticide residue 
analysis. IITRI applies these technologies to prob- 
lem solving services for industry and government. 

IIT Research Institute, MTIAC 542 

Chicago, IL 

The Manufacturing Technology Information 
Analysis Center (MTIAC) is a full-service DOD 
Information Analysis Center, providing manufactur- 
ing-related information services to government 
agencies, contractors, and the US manufacturing 
community. MTIAC features the SIMON Database 
of MANTECH Projects, the Directory of Manufac- 
turing Research Centers, and the Current Awareness 
Bulletin, along with customized research and refer- 
ral services. 


Indiana University 407 

Office of Technology Transfer 
Bloomington, IN, 

is dedicated to the transfer or commercialization of 
intellectual property and the development of indus- 
try collaboration at all IU campuses, including the 
Schools of Medicine and Dentistry. 

Infolytica Corp. 512 

Montreal, Quebec, 

will demonstrate MagNet5, a 2D/3D electromagnet- 
ics software package that runs on PCs, workstations, 
and superminicomputers. MagNet5 is available as a 
yearly lease or purchase. 

Information Handling Services 128 

Englewood, CO 

IHS provides the world's largest collection of tech- 
nical and regulatory information systems, including 
military standards and specifications, industry and 
international standards, and manufacturer catalogs 
on CD-ROM. 

Ingenieurschule Biel 1 026 

Biel, Switzerland, 

will exhibit the "Spirit of Biel" solar car, a microspace 
PC for embedded industrial controlling, and the 
Spoken Teletext, an information source for the blind. 

INPEX 603 

Pittsburgh, PA 

The Invention/New Product Exposition (INPEX) is an 
international event showcasing inventions, new 
products, and innovations to business and industry. 
The 1993 event featured 500 exhibits displaying 
over 1 000 inventions. 


Integrated Sensors Inc. 910 

Utica, NY 

The firm's Object Position and Attitude Determina- 
tion System tracks an object in real time and pro- 
vides measurements of its position and angular ori- 
entation. Typical applications include robotic con- 
trol, automatic docking, and assembly line analy- 
sis/position and tracking. 

JFW Industries 228 

Indianapolis, IN, 

a leading designer and manufacturer of RF and 
microwave products, will exhibit RF switches, man- 
ual, fixed, and programmable attenuators, and 
switch matrices. 

KINESIX 231 

Houston, TX, 

will exhibit Sammi, a dynamic user interface builder/ 
prototype tool that presents and manages data, com- 
mands, and events from multiple processes in a single 
integrated graphical interface. Sammi supports both 
client/server and peer-to-peer communication models. 

Knowledge Express Data Systems 516 

Wayne, PA, 

provides a unique collection of databases to signifi- 
cantly enhance technology matchmaking. Subjects 
include: government solicitations, ongoing 
research, licensable technologies, company R&D 
activities, corporate partnerships, and company 
technology/product needs. 

Lawrence Berkeley Laboratory 312 

Berkeley, CA 

LBL is a major national laboratory with 3000+ 
employees, a J260M annual budget, and expertise 
in energy, environment, materials, computing, and 
biotechnology. 
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Faster design cycles with M\lRIX x 


There’s no faster, better 
way to design control 
systems than with the 
MATRIXx’ design auto- 
mation family. Whatever 
your application or 
industry' - automotive, 
aerospace, process 
control, servo design or 
other - MATRIXx pulls 
your team together, accelerating the design 
cycle from concept to prototype. 

One integrated line. 

With our integrated suite of tools, you 
design; we manage the details. You 
prototype the same model you simulate. So 
accuracy and integrity are assured. There’s 
no time wasted or information lost, 
translating your design from one tool to the 
next. Now, design tradeoff studies take 
minutes instead of weeks, giving you more 
time to optimize designs. What’s more, our 
in-house expert applications engineering 
group is standing by to work with you on 
your toughest problems. 


Leadership through innovation. 

Integrated Systems continues to 
be the innovator. XmatK" is the 
first object-oriented analysis and 
visualization package with a user- 
programmable GUI. Since its 
introduction in 1985, 

SystemBuild our graphical 
dynamic simulation package, 
has been consistently upgraded. AutoCode" is 
the first and only automatic code generator. 
And only Integrated Systems gives you the 
power to take your design from concept to 
implementation - with the high-performance 
AC-100™ system, now based on the super- 
charged Intel i860. Version 3.0, offering 
interactive graphical 
debugging, was introduced 
in September 1992 to tave 
reviews. 

On-going quality. 

Over the last twelve months 
we’ve dramatically 
improved the quality of our 
products. But that’s just the 


beginning. You can count on us to meet 
and exceed your expectations, today and 
tomorrow. 

Driven worldwide. 

Leading automotive manufacturers in the 
U.S., Japan and Europe routinely use 
MATRIXx- Both in the lab and on the test 
track. We’re a standard for computer 
peripherals and process control appli- 
cations. And Space Stadon Freedom is 
currendy being designed with our 
integrated approach. 

Take us for a spin. 

Call 800 - 932-6284 and we’ll send you our 
informative hand- 
book, “Acceleraung 
Systems Design.” Or 
ask for a compre- 
hensive evaluation to 
see how MATRIX x 
can cost-effectively 
address your . 
design needs. 



Xmoth provides powerful analysis and 
visualization with a programmable GUI. 



AC - tOO reduces testing from months to days. 


— I integrated 
Til systems 


Corporate Headquarters 
3260 Jay Street, Santa Clara, CA 95054 
Tel:(408) 980-1500 Fax: (408) 980-0400 
email: info@isi.com 


United Kingdom Headquarters 

First Floor, Gatehouse. Fretherne Road, Welwyn Garden City 

Herts A1.8 6NS, England 

Tel: 0707 331199 Fax: 0707 391108 


MATRIXx « a registered trademark and Xmath, SystemBuild, AutoCode and AC-100 are trademarks of Integrated Systems, Inc. Durati is a registered trademark of Cagiva Italian Motorcycles, Inc. 

O 1992 Integrated Systems, Inc. 
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Lawrence Livermore National Laboratory 425 
Livermore, CA, 

specializes in measurement and diagnostics, com- 
putational science and engineering, lasers and 
optics, manufacturing engineering, electronic sys- 
tems, engineered material, applied physics and 
chemistry, atmospheric science and geosciences, 
bioscience, and environmental sciences. 

Lockheed Missiles & Space Co. 1 1 0 

Sunnyvale, CA, 

will highlight new technology and advanced pro- 
jects that have non-defense-related applications 
such as medicine, health, safety, infrastructure, and 
environment. 

Los Alamos National Laboratory 241 

Los Alamos, NM, 

will demonstrate its latest advances in manufactur- 
ing technology, materials sciences, computational 
modeling and simulation, environmental technolo- 
gy, and biotechnology. 

Machida Inc. 912 

Orangeburg, NY, 

will exhibit a complete line of flexible fiber-optic 
borescopes for visual inspection. Light sources, 
video systems, and borescope accessories also will 
be displayed. 

Macsyma 316 

Arlington, MA, 

offers a powerful mathematical software package 
that combines symbolic, numerical, and graphic 
mathematics in a user-friendly environment. 

Metro Utah Inc. 417 

Salt Lake City, UT 

Three major research universities will highlight 
state-of-the-art resources and leading-edge technol- 
ogy development in the state of Utah. 

Mid-Atlantic Technology 718 

Applications Center (MTAQ 
Pittsburgh, PA 

MTAC provides a wide range of technology man- 
agement services and specializes in technology 
transfer from federal agencies and a broad variety of 
other organizations. 

NAC Visual Systems 71 6 

Woodland Hills, CA, 

will demonstrate visual systems featuring high-speed 
video, color, and up to 1 00 pictures per second. 

NASA 626 

Washington, DC 

NASA's R&D mission programs will be highlighted 
together with a "theater island" describing key tech- 
nologies resulting from the nation's space program. 
Spinoffs from aeronautics and space research will 
be displayed along with new technological 
advances from the National AeroSpace Plane 
(NASP). 

NASA Ames Research Center 625, 627 

Moffett Field, CA, 

will demonstrate its Virtual Wind Tunnel, which 
generates 3D simulations of flows around aircraft, 
and other demonstrations based on artificial intelli- 
gence, imaging, and simulator training. 

NASA Center for AeroSpace Information 626 
Baltimore, MD 

NASA's technology transfer program will exhibit 
spinoff products developed by industry utilizing 
NASA-generated technology. Technology transfer 
specialists will explain how the professional com- 
munity can tap into NASA's vast storehouse of 
available technology. 


NASA Far West RTTC 818 

Los Angeles, CA, 

is an agent of new technologies providing local 
access to national laboratories serving Alaska, 
Arizona, California, Hawaii, Idaho, Nevada, 
Oregon, and Washington. 

NASA Goddard Space Flight Center 832 

Greenbelt, MD 

Exhibits will include an Earth alert system, a hand- 
held device that detects and warns against severe 
weather conditions such as typhoons and hurri- 
canes. An instrument flown on small aircraft for 
topographical agriculture and oceanographic stud- 
ies also will be on display. 

NASA Jet Propulsion Laboratory 824 

Pasadena, CA 

jPL's Technology Affiliates Program provides techni- 
cal services to transfer JPL-developed technology to 
private industry. 

NASA Jet Propulsion Laboratory/ 820 

Robotics Display 
Pasadena, CA, 

will demonstrate NASA-wide telerobotics dual-use 
capabilities and technologies in surface inspection, 
servicing and maintenance, planetary exploration 
space science experiments, and remote operation. 

NASA John C. Stennis Space Center 826 

Stennis Space Center, MS 

NASA Johnson Space Center 830 

Houston, TX, 

will feature various hardware, computer, and video 
demonstrations of commercial applications for vir- 
tual reality, artificial intelligence, robotics, antenna 
technology, photonics, environmental technology, 
and biotechnology. 

NASA Kennedy Space Center 631 

Kennedy Space Center, FL, 

will display an advanced visual database, a self- 
configuring universal signal-conditioning amplifier, 
a digital wireless voice network, an internal water- 
driven pipe/tube cleaning device, a visual wind 
direction indicator, and a kinestatic platform. 

NASA Langley Research Center 720 

Hampton, VA, 

will demonstrate hardware and software for medical, 
materials, instrumentation, and fabrication applica- 
tions. The ASTER (Advanced Software Technology 
for Engineering Reliability) will be displayed. 

NASA Lewis Research Center 828 

Cleveland, OH 

This exhibit will feature three multi-use technolo- 
gies: dielectric sensors to continually measure air- 
craft wing icing; an ion exchange material for 
removal of heavy metals from waste water; and a 
diamond-like carbon coating that makes prescrip- 
tion eyeglass lenses scratch-resistant. 

NASA Marshall Space Flight Center 621 

Huntsville, AL, 

will display a new lithium-aluminum alloy, industri- 
al computed tomography, robotics simulation soft- 
ware, a water window x-ray microscope, a versatile 
shuttle-derived foam for industrial uses, and other 
technologies. 

NASA Regional Technology Transfer Centers 71 7 
Washington, DC 

This exhibit will spotlight the six regional technolo- 
gy transfer centers that work with federal and state 
technology transfer activities to help US industry 
gain access to over 700 federal laboratories and 
other sources of technology for commercial and 
industrial use. 


NASA STI Program 81 7 

Arlington, VA, 

a leader in the production, dissemination, and 
retrieval of scientific and technical information, 
includes research organizations around the nation 
and information exchange partners around the world. 

NASA Tech Briefs 61 7 

New York, NY 

Reaching over 200,000 engineers and executives 
throughout industry and government, NASA Tech 
Briefs magazine has first publishing rights to the latest 
technologies developed by NASA and its contractors. 

National Center for Toxicological Research 242 

Jefferson, AR, 

will highlight research programs focusing on: ana- 
lytical methods development, applied and environ- 
mental microbiology, applied toxicology, biochemi- 
cal and molecular markers of cancer, developmen- 
tal toxicology, neurotoxicology, nutritional modula- 
tion of risk and toxicity, and transgenics. 

National Institute of Standards 637 

and Technology 
Gaithersburg, MD 

NIST's Technology Services help businesses take 
advantage of federally-funded research. The group 
manages the regional Manufacturing Technology 
Centers program, distributes standard reference 
materials and data, and coordinates equipment cali- 
brations for improving industrial, environmental, 
and medical quality control. 

National Security Agency 933 

Fort Meade, MD, 

will exhibit microelectronics, advanced communi- 
cations, high-performance computing, high-speed 
networking, and information security technologies 
and techniques. 

National Space Society 504 

Washington, DC 

This exhibit will feature materials for space advo- 
cates, including the bimonthly magazine AD 
ASTRA, and information on participating in educa- 
tional activities and political grassroots support of 
the civil space program. 

National Technology Transfer Center 620 

Wheeling, WV 

Services include a toll-free telephone gateway (800- 
678-NTTC) providing callers from business and 
industry with free person-to-person contacts leading 
to technology, expertise, and facilities in the federal 
laboratory system. 

Naval Research Laboratory 416 

Washington, DC, 

will exhibit R&D programs available for licensing in 
the areas of advanced materials, bio-molecular 
engineering, chemical processing, electronics, 
optics, sensors, and information technology. 

NERACInc. 124 

Tolland, CT, 

provides problem-solving assistance through a 
unique combination of highly-skilled technical spe- 
cialists, multi-database investigations, technology 
and competitive tracking, and expert matching and 
document retrieval. 

Neuralware Inc. 223 

Pittsburgh, PA, 

will display the Professional 11/Plus version 5.0, the 
world's standard in network development systems, 
and its latest releases specific to the control industry. 

Novecon Technologies 1115 

Reston, VA, 

provides world-class technology from Eastern 
Europe and the CIS, delivered in less time and at 
less expense than any competitor or individual 
company acting alone. 
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CyberResearch PC Products for Scientists & Engineers 











berDAS MetraByte™ Compatible Data Acquisition 1/0 Boards 

A NEW Family of High Performance Direct Replacements for the DAS-8 & DAS-16. 
Lowest Prices* • DOS & Windows Support •100% Keithley MetraByte Compatibility 


NEW PRODUCT 
SHOWCASE 

Cy 

• The 





Part Number 

#CYR-DAS 

8 

16 

800 

801/2 

1201/2 

1401/2 

1601/2 

‘Call for 


Price 



$185 

$785 

$285 

$345 

$365 

$385 

$585 

Details on 


Analog Inputs 

Channels 

8 SE 

16 SE/8 Diff 

8 SE 

8 SE/8 Diff 

16 SE/8 Diff 

16 SE/8 Diff 

16 SE/8 Diff 





Resolution 

12-bit 

12-bit 

12-bit 

12-bit 

12-bit 

12-bit 

12-bit 





Max Sample Rate 

4-20 KS/s 

50 KS/s 

40 KS/s 

40 KS/s 

50/1 00 KS/s 

100 KS/s 

100 KS/s 

Discounts 




Input Range: 

±5V 

±10V 

±5V 

±10V 

±5V 

±10V 

+10V 

tor 




Gain: 


Fixed Input 

.5.1.2,5,10 

Fixed input 

1,10,100,500 or 

1,10.100.500 or 

1.10.100.500 or 

1,10,100.500 or 

Large 







1.2.4, 8 


1.2, 4, 8 

1. 2.4.8 

1. 2.4.8 

1.2.4, 8 

Volume 




Gain Set 

N/A 

Switch Sel. 

N/A 

Programmable 

Switch Select 

Programmable 

Programmable 

Users 


Analog Outputs Channels. Resolution 

- 

2 Channels. 

- 

- 

- 

- 

2 Channels. 12-bit 





Ranges 



12-bit, 0-5V 





0-5, 10V; ±5.1 0V 



Digital 1/0 

Number of Bits 

3 in, 4 out 

4 in, 4 out 

3 in, 4 out 

3 in, 4 out 

32 

4 in/ 4 out 

32 

OEMS. 



New 12-Bit, 20 MHz 
Digital Oscilloscope Card 
Breaks Old Speed Records 
by an Order of Magnitude 

If you've been looking for a precision 12-bit A/D board with the fastest possible 
conversion rate, then you know that there just aren't any out there faster than 
1MHz -2 MHz. Until now. Our new CompuScope " bursts through the old 
limits. It doesn't just improve the old record by 10% or even by 100%. It 
achieves sampling rates 10 times faster than anything on the market. 

Our DSO 2012 uses 2 monolithic flash converters, each running at 10MHz. 
In single-channel mode, the 2 ADC's are clocked in a "ping-pong" mode to 
achieve up to 20 MSamples/second. Programmable gain amplifiers and offset 
control circuits ensure measurement accuracy. On-board memory is mapped 
in the PC's own system memory for the fastest possible data transfers. 

<#DS0 2012 20MHz, 12-bit A/D Digital Scope Card with 512K RAM SAMS 

#DS0 201 2-1 M 20MHz, 12-bit A/D Digital Scope Card with 1 MByte RAM 55495 


High-Performance Rack-Mount PC's with Integral Keyboards 

Just 10.5" (6 rack spaces) tall including unique 
integral keyboard which pulls out and locks. 

• 10" VGA High-Resolution Color Monitor. 

• 1 .2 MB (5.25") or 1 .44 MB (3.5") Floppy Drive. 

• 3 Full-access Drive Bays for Roppy Drives, etc. 

• Hold-Down for Firmly Seated Expansion Cards. 

• Floppy & IDE Hard Disk Controller Included. 

• Dual-Fan Cooling System w/Honeycomb Filter. 

• Rack-Mounting Slide Rails Included FREE. 

»VRK 486-33 Rack-Mount 33 MHz 80486 PC w/VGA 

Monitor, Rack-Mount Keyboard, 8i 4MB RAM $4295 

#VRK 488-59 Rack-Mount 50 MHz 80486 PC w/VGA 
Monitor, Rack-Mount Keyboard, & 4MB RAM . $4595 
#VRK 486-50E Rack-Mount 50 MHz EISA-Bus 80486 
PC w/VGA Mon., R-M Keyboard, & 16MB RAM . ..$5995 

#0IX 3010 Low Cost Rack-Mount Keyboard $295 

#0IX 8010 Rack-Mount Industrial Keyboard S305 


Rack-Mount Keyboards 

New OIX rugged indust- 
rial keyboards fit into 
any EIA 19" rack. Only 1 
rack space (1 .75" high). 
A door keeps keys safe 
when not in use Full 
101 -key layout. 


Low-Cost Digital Multi-Meter from Quatech 

The New QDMM 100 features an on-board micro-controller which allows it 
to perform intelligent functions. In addition to taking measurements of: 

• AC /DC voltages 

• AC /DC current 

• resistance & continuity 
Its on-board intelligence allows it to 
handle such functions as: 


• averaging 

• alarm state monitoring 

• auto-calibration & auto-ranging 

The QDMM 100 comes complete with both ready-to-run menu-driven 
software and software drivers for custom applications Menu-driven software 
runs under DOS and Windows and provides curve plotting and data 
logging to disk. Drivers are supplied for C, Turbo Pascal, QuickBASIC, 
Visual BASIC, and a DLL for Windows application development. 
yQOMM 100 3.75-Digit Multi-Meter with Software for Windows & DOS $405 


PC Systems Handbook 

for Scientists & Engineers 

10th Anniversary Edition - 188 Pages 
Combination Tutorial/Catalog Includes 
Many Examples of PC-based Systems 

The CyberResearch PC Systems Hand- 
book for Scientists & Engineers describes 
over 1400 unique and hard to find items 
for PC-based engineering. Packed with 
useful technical information and easy-to- 
read diagrams, this invaluable reference 
should be part of every engineer’s library. 
Fax, Call, or Write for a complimentary copy. 
New 1993 Edition For A FREE Copy Write In No. 395 


& 


Systems Handbook 


Breakthrough 1 MHz A/D Board from UEI 

Samples over 1 million times per second, for less than $1 ,000! 

The high performance WIN 30D A/D architecture offers 

• High speed data transfer modes 

(Burst Mode DMA 8, REP INSW) 
allow 1 MHz data transfer direct 
to PC memory. No need for 
expensive RAM buffers. 

•Data packing fits four 12-bit ^ 
samples into three 16-bit Words. A/D rate 

•Software configured, with user- "'°"" bo * rd D#p 

defined channel scan listing. * fifo Buffer Memory 

• Includes: Status 30 Menu-Driven Software, Source code in C, and | 
Drivers for DOS & Windows 3.1, NOTEBOOK. LabWindows & SnapMaster 

#WIN 300 1 MHz AT-Bus Data Acquisition Board $998 

"■WIN 30EL/H 1 MHz A/D Board with Programmable Gains-Low & High-Level...$1295 

-WIN 303 16-Channel Simultaneous Sampling A/D Board (750kHz). S149S 

#IN8T 3477 50-Pin Screw Terminal Block with Shielded Cable $185 

•WIN 8NC BNC Terminal Interface with Shielded Cable $308 


The CyberResearch Advantage: 

& FREE Application Engineering Si Everyday Low Prices 

Broadest Product 4 IQOVt Satisfaction 

Selection Gl|arantee 

CyberResearch 

Mailing Address: Worldwide 

P.O.Box 9565 X ^ / (203)483-8815 

New Haven, CT 06535 | ~ [ Fax:(203)483-9024 


( 800 ) 486-8800 
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Novespace 71 0 

Paris, France, 

will describe European technology transfer net- 
works established around Novespace and will fea- 
ture various technology catalogs. 

Oak Ridge National Laboratory 429 

Oak Ridge, TN 

The Metals and Ceramics Division will exhibit tech- 
nologies available for licensing to private industry 
in the areas of intermetallic alloys, ceramics and 
ceramic matrix composites, polymer matrix com- 
posites, and various testing devices. 

Olympus Corp. — IFD 224 

Lake Success, NY, 

will feature high-magnification borescopes and 
fiberscopes for vacuum video inspections and 
industrial applications. 


Pacific Coast Technologies 91 1 

Wenatchee, WA 

PCT manufactures high-reliability hermetic connec- 
tors, feedthroughs, packages, cases, modules, and 
fiber-optic termini using polycrystalline ceramic seals. 


Pacific Northwest Laboratory 338 

Richland, WA 

The Department of Energy's Pacific Northwest 
Laboratory offers federally-developed technologies 
to the private sector through licenses, cooperative 
research and development agreements, technical 
assistance, and staff exchanges. 


Princeton University Plasma Physics Lab 937 
Princeton, NJ, 

will highlight federal technology developed at this 
DOE Plasma Physics Laboratory. 


Proto Manufacturing 310 

Detroit, Ml, 

develops automated nondestructive test systems and 
services utilizing eddy current, ultrasonic, and x-ray 
diffraction techniques. Products include the world's 
smallest XRD stress measurement system. 

R.G. Hansen and Associates 919 

Santa Barbara, CA, 

provides laboratory cryogenic systems and compo- 
nents supporting spectroscopy sample cooling, mate- 
rials research, IR detector cooling, and custom cryo- 
genic systems, including loule-Thomson cryostats. 

RAMOT/University Authority for Applied 1117 

Research and Industrial Development Ltd. 

Tel-Aviv, Israel, 

coordinates R&D and technology transfer from Tel- 
Aviv University in the fields of electronics/electro- 
optics, computer sciences, biotechnology, and 
health care (pharmaceuticals and diagnostics). 

Racal-Dana Instruments Inc. 210 

Irvine, CA, 

will display test and measurement products includ- 
ing modular VXIbus products as well as complete 
system solutions. 

Ragan Technologies Inc. 227 

San Diego, CA, 

offers a new system for manufacturing green tapes 
that is compatible with nearly all ceramic, glass, 
metal, and organic powders. 

Research Systems Inc. 1 01 1 

Boulder, CO, 

will exhibit IDL, an integrated scientific computing 
environment for developing custom science and 
engineering applications. Its comprehensive mathe- 
matical analysis and graphical display capabilities 
help researchers to make discoveries in physics, 
remote sensing, astronomy, test and measurement, 
and medical imaging. 


Resonetics Inc. 221 

Nashua, NH, 

will exhibit advanced laser micromachining tech- 
nology, including excimer laser systems, acces- 
sories, optics and beam delivery systems, excimer 
laser machining and microprocessing capabilities, 
and contract processing services. 

Rexham Custom 41 1 

Matthews, NC, 

provides custom coating, laminating, and film cast- 
ing from development to worldwide production. 
The company specializes in precision, high-perfor- 
mance materials for the electronic, medical, aero- 
space, and graphic arts markets. 

Rockwell International 1 04 

Canoga Park, CA 

Rockwell's Rocketdyne and Space Systems divi- 
sions will display NASD/Space Shuttle Main Engine 
(SSME)-derived transferrable technologies, as well 
as related Defense Conversion projects. 

SAM PE 915 

Covina, CA, 

is an international society dedicated to the 
exchange of data on new materials and processes. 
The society sponsors technical conferences and 
exhibitions, and publishes proceedings and techni- 
cal publications. 

Sandia National Laboratories 216 

Albuquerque, NM 

Sandia's Remote Sensing and Verification Program 
supports US treaty negotiation/monitoring, national 
defense/security, and space, nonproliferation, envi- 
ronmental, seismic research, and other public/pri- 
vate programs. The Intelligent Systems and Robotics 
Center is developing core technologies that enable 
solutions to critical national problems in manufac- 
turing, the environment, and defense. 

Society of Automotive Engineers Inc. 615 

Warrendale, PA 

SAE publications and databases are recognized 
worldwide as a premier source of automotive and 
aerospace technology. This exhibit will demonstrate 
how SAE's resources can help locate or transfer 
leading-edge technologies. 

Sonic Perceptions Inc. 815 

Norwalk, CT, 

specializes in binaural sonic capture and analysis 
(psychoacoustic workstations), eight-channel binau- 
ral mixing console (real-time/program-controlled 
directionalization for auditory display), virtual reali- 
ty, and communications analysis systems. 

Sonoscan Inc. 303 

Bensonville, IL, 

will feature Acoustic Micro Imaging (AMI) Systems 
and laboratory services for nondestructive analysis 
of materials, micro-electronics, and assemblies for 
internal flaws and defects such as cracks, delamina- 
tions, voids, porosity, and inclusions. 

Spire Corp. 318 

Bedford, MA 

The company's epitaxial lll-V compound semicon- 
ductor wafers and devices for optoelectronic appli- 
cations include diode lasers, LEDs, optical wave- 
guides, laser power converters, and solar cells. 

State/Industry-University 322 

Cooperative Research Center 
San Antonio, TX, 

is a liaison between industry and university re- 
searchers facilitating technology transfer and com- 
munication. Research areas include cell regulatory 
mechanisms, aging, and biomaterials. 


Swiss Federal Office of Industry and Labor 1 024 
Bern, Switzerland, 

will highlight Switzerland's place in the center in 
Europe's high-tech industry, providing an innova- 
tive environment for new business and investment. 

TCAM Technologies 808 

Eastlake, OH, 

will display a radical new mechanical actuation sys- 
tem that projects many engineering improvements 
over the state of the art. TCAM is seeking potential 
licensees for its technology in fields including valve 
actuators, automotive and appliance actuators, and 
aerospace actuation products. 

Technology 2004/ 1 303 

Technology Utilization Foundation 
New York, NY 

Information will be available on Technology 2004, 
the fifth national tech transfer conference and ex- 
position, to be held November 9-11, 1994 in 
Washington, DC 

Technology Access Report 306 

San Rafael, CA, 

is an independent 20-page monthly newsletter for 
news, advice, and opportunities in technology 
transfer, policy, commercialization, and defense 
conversion that links companies, universities, and 
government. 

Technology Transfer Society 126 

Indianapolis, IN, 

is a non-profit organization created to promote the 
growth and enhance the effectiveness of technology 
transfer. Through timely publications and multi-disci- 
plinary membership, the society provides a network- 
ing system for the technology transfer professional. 

Thiokol 519 

Brigham City, UT, 

will highlight technologies developed in internal 
IR&D or DOD/NASA programs that show potential 
for commercialization, new propulsion concepts, or 
enhanced environmental processes. 

Tiodize Co. 1 1 6 

Huntington Beach, CA, 

will feature anti-corrosion coatings, solid film lubri- 
cants, Teflon coatings, self-lubricating composites, 
composite fastener products, degreasers, hard anodize 
with Teflon, mold releases, water base coatings, and 
titanium anodize with no dimensional change. 

TRI-E Inc. 605 

Edison, Nj, 

will show an electronic ovulation monitor, a micro- 
processor-based thermometer-like probe that can 
tell a woman (or other female mammals) whether a 
viable egg is present in her body at a given time. 

US Air Force, Armstrong Laboratory 540 

Brooks Air Force Base, TX, 

will focus on human-centered technologies avail- 
able for collaborative research and/or licensing 
opportunities in aerospace, medicine, occupational 
and environmental health, training, human engi- 
neering, and environics. 

US Air Force, MANTECH 538 

Dayton, OH 

MANTECH will provide information on more than 
100 projects with technology commercialization 
and transfer potential in electronics, integration 
technology, processing and fabrication, industrial 
base analysis, and concurrent engineering. 

US Air Force, Materiel Command 438 

Wright-Patterson Air Force Base, OH 
This exhibit will display various modules highlight- 
ing the latest dual-use technologies developed by 
Air Force laboratories. 
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US Air Force Phillips Laboratory/Advanced Manufacturing 544 

Albuquerque, NM, 

will showcase opportunities available through the US Air Force Phillips 
Laboratory and Advanced Manufacturing Technology Center for technology 
transfer and manufacturing applications. 

US Army Aeromedical Research Laboratory 437 

Washington, DC 

This exhibit will depict ongoing research at the US Army Aeromedical Research 
Laboratory in Fort Rucker, AL. 

US Army Armament Research Development and Engineering Center 51 5 

Picatinny Arsenal, N), 

will feature MDARS, a security/inventory robot, a panoramic camera capable of 
recording a 360° image, and packaging technology. 

US Army Corps of Engineers Laboratory 331 

Vicksburg, MS, 

will highlight technologies that are ready for commercialization from the Corps' 
labs. These labs conduct research in the areas of facilities and construction, 
infrastructure remediation, railroads, pavements and soils, environmental sus- 
tainment, waterways and harbors, and cold climate facilities. 

US Army Research Laboratory 238 

Fort Monmouth, NJ 

The Electronics and Power Sources Directorate, ARL exhibit will feature elec- 
tronics technology and devices available for commercialization with emphasis 
on technology transfer through patent licensing and cooperative agreements. 

US Army Research Laboratory 419 

Adelphi, MD, 

conducts a broad-based, multidisciplinary program of basic and applied 
research, exploratory development, and analysis. 

US Army Tank Automotive Research 326 

Development & Engineering Center (TARDEC) 

Warren, Ml, 

promotes "dual use" tank/automotive R&D and technology transfer between gov- 
ernment, industry, and academia. 

US Army Test and Evaluation Command 1 38 

Aberdeen Proving Ground, MD, 

will highlight the diversity and technology of TECOM's extensive test facilities. 

US Department of Agriculture/Agriculture Research Service 344 

Beltsville, MD 

With 1 33 laboratories nationwide, ARS offers opportunities for small and large 
corporations. Information on technology transfer programs and research projects 
will be exhibited by the ARS Office of Technology Transfer. 

US Department of Energy/Technology Utilization Office 930 

US Department of Energy/Small Business Initiative 931 

Washington, DC 

The US DOE technology transfer exhibit can help identify technologies available 
for transfer to private industry, or assistance and collaboration at the DOE labo- 
ratories across the nation. 

US Department of Energy, Energy Efficiency, and Renewable Energy 924 

Golden, CO, 

will provide an overview of research and development programs and activities 
for the building, transportation, industrial, and utility sectors. 

US Department of Energy, National Renewable Energy Laboratory 924 

Golden, CO, 

conducts R&D in energy efficiency and renewable energy. Programs include: pho- 
tovoltaics, wind energy, biofuels, biomass power, fuels utilization, solar industrial 
and building technologies, solar thermal electric, and waste management. 

US Department of EnergyTTriodyne Inc. 337 

Niles, IL, 

will present examples of improved technologies for environmental restoration 
and waste management. The exhibit will highlight DOE's Research, 
Development, Demonstration, Testing, and Evaluation (RDDT&E) program. 

US Department of the Interior 330 

Washington, DC, 

will display results of federally-funded mining, materials, water resources, and 
other research and information studies. 

US Naval Academy 41 5 

Annapolis, MD, 

has faculty and facilities in immune response, combustion engine/pump design, 
corrosion/metallurgy, radioactive/liquid waste treatment, artificial intelligence, 
and low-level contaminants. 


isasM-LDad® 
pump systems 


Simple design offers 

simple fluid transfer solutions. 

Peristaltic pump confines fluid within the tubing to provide: 

♦ Aseptic, noncontaminating pump chamber, 

♦ Excellent chemical resistance, 

♦ Gentle transfer of shear-sensitive or viscous fluids, 

♦ Easy maintenance for fast tubing changes and pump cleaning, 

♦ Self-priming and run-dry capabilities, 

♦ Variable flow rates from 0.6 pl/min to 45 liters/min, 
and much, much more. 



Cole-Parmer Instrument Company 

7425 N. Oak Park Ave. Niles, II 60714 

Phone: 1-708-647-7600 ♦ Fax: 1-708-647-9660 
1-800-323-4340 





FREE! 


Over 10,000 pump 
combinations to choose 
from; each covered by a 
two-year warranty. Get 
the complete story in the 
144-page Master flex 
Reference Book. Send for 
your FREE copy today. 
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HISTORY 
REPEATS ITSELF! 

The world's largest collection of 
superseded and canceled U.S. 
military specifications is now 
available on CD-ROM. 



In fact, the VSMF® microfilm collection of 
active and historical military and federal 
specs can now be quickly accessed on 
your PC or network! 

□ Military/Federal Specs and Standards 

□ Military Drawings and Handbooks 
Q DoD Adopted Industry Standards 

□ NASA Documents 

□ NATO Documents 

□ DOE Documents . . . and much more! 

Summary reports, detailed outlines, and 
electronic linking of related documents 
speed your research. Updated as 
frequently as every 7 days! 


USDA-CSRS Office of Agricultural Materials 240 

Washington, DC 

This display will feature advanced materials ranging from lubricants to polymers 
to composites, all derived from renewable agricultural products. 

US Space Foundation 405 

Colorado, CO, 

will highlight Space Commerce Expo '94, the tenth national space symposium, 
the Space Technology Hall of Fame, and membership and corporate support 
opportunities. 

United Technologies Corporation 61 0 

Hartford, CT 

Pratt & Whitney Waterjet Systems will exhibit its Automated Robotic Maintenance 
Systems" (ARMS), which use ultra-high-pressure water under precision robotic 
control to remove coatings (including plasma-sprayed), paints, seals, etc., in a 
sound, cost-effective manner. USBI Co. will feature its work as a prime contractor on 
the space shuttle program and also will provide information on environmentally- 
sound emerging spinoffs such as convergent spray technology. 

University of Dayton Research Institute 320 

Dayton, OH, 

conducts both basic and applied research for government and industrial spon- 
sors. Information will be available on UDRI’s research capabilities and technolo- 
gies available for licensing. 

Veritec Inc. 215 

Chatsworth, CA, 

will demonstrate the Vericode Symbol for item identification, along with ad- 
vanced shop-floor modular systems E/D 1300 and 1500, capable of capturing 
and decoding the Vericode Symbol. 

LITERATURE PARTICIPANTS 

The following companies will have literature available at the 
Technology 2003 Literature Exhibit (booth 1238): 

Abaris Training Resources Inc. 

Reno, NV, 

specializes in advanced composite structural materials, such as graphite fiber 
and Kevlar® fiber-reinforced epoxy systems. Classes are available in damaged 
composite structure repair, tooling, ultrasonic inspection, adhesive bonding, 
blueprint reading, and manufacturing. 

Addison-Wesley Publishing Co. 

Reading, WA, 

will preview new books including: Breaking Through by Tom Logsdon, Learning 
to Manage Technical Professionals by Richard Stein, SPC for the Rest of Us by 
Hy Pitt, and Geo-Metrics III by Lowell Foster. 

Automation Gages Inc. 

Rochester, NY 

Literature will describe the company's high-precision ball and cross roller linear 
bearings with travels from 1/2 inch to 35 inches, available in aluminum, steel, 
and cast iron. 

Ayers Engineering and Manufacturing 
Ramona, CA, 

manufactures and distributes Nernst Glower infrared light sources and controls, 
and provides design and fabrication of furnaces for operation up to 2000 °C in air. 

Cornell Theory Center 
Ithaca, NY 

One of four National Science Foundation supercomputer centers, the Cornell 
Theory Center offers scalable parallel computing resources and training to small, 
medium, and large companies. 


Free Demo Diskette 

Call 800-241-7824 

Outside the U.S. call 1-303-790-0600, ext. 59 



The Information Solution 


CorpTech 
Woburn, MA 

Product information will be available on 35,000 US technology manufacturers 
to help identify technology partners, locate potential sources of technology or 
funding, and to bring technologies to market. 

Dr. Dvorkovitz & Associates Inc. 

Ormond Beach, FL 

Literature will detail the firm's system of licensable technologies, containing over 
30,000 products and processes from worldwide sources. Listing developments is 
free of charge. Inexpensive access services to augment R&D efforts are offered. 

Freewing Aircraft Corp. 

College Park, MD 

Literature will describe revolutionary manned and unmanned aircraft that use a 
proprietary freewing principle, manned light planes that are safer and more com- 
fortable, and thrust-vectoring S/VTOL UAVs. 
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Geophysical Survey Systems Inc. 

North Salem, NH 

Available literature will describe GSSI’s Subsurface Interface Radar (SIR) Systems, 
used to nondestructively locate buried utilities, artifacts, underground storage 
tanks, buried hazardous waste, and to delineate landfill boundaries, and identify 
geological features and structures of roads, bridges, and buildings. 

Lamptronix Co. Ltd. 

Crystal Lake, IL 

Literature will be available on the SAE AS4156 color-coded lamp standard. 

Laser Diode, Inc. 

Edison, NJ, 

is a manufacturer of fiber-optic transmitters and receivers, subsystems, and com- 
ponents for commercial applications such as SONET, and ruggedized applica- 
tions such as SAFENET and ARINC networks. 

MCNC, Center for Microelectronics 
Research Triangle Park, NC, 

specializes in ASIC design and fabrication services, microstructure processing, 
materials analysis, and specialized integrated circuits for DNA sequence com- 
parison, fuzzy logic control, and massively parallel processing. 

MicroPatent 
New Haven, CT, 

a leading CD-ROM publisher of patent information, will offer a free trial subscrip- 
tion to the Patent Bulletin, a monthly update of US, European, and world patents. 

National Center for Research Resources 
Bethesda, MD 

The NCRR Access Guide provides a comprehensive overview of programs, 
resources, grants, and publications supported by the National Center for 
Research Resources. 

Neutrik USA Inc. 

Lakewood, N) 

Literature will spotlight Neutrik's Cortex Audio Workstation, a psychoacoustic 
analyzer that records, measures, edits, and synthesizes audio signals for real-time 
quantification of subjective hearing sensations. 

New Technology Week 
Washington, DC, 

is the premier publication following set policy, corporate strategies, government 
programs, and the potential of emerging technologies. 

Northrop B-2 Division 
Pico Rivera, CA, 

is a high technology company with experience in composites manufacturing, air- 
craft design, avionics, aircraft subsystems, training, logistics, mission planning, 
and laboratory support. 

Photonics Analysis Ltd. 

Waterloo, Ontario 

The company's brochure describes the PALSYS I, a Particle and Projectile Elec- 
tronic Motion Analysis system. The PALSYS I is comprised of the PALFLASH 500 
pulsed very-high-illuminance flash light source, the PALSEQ 400 sequencer, the 
PALSTOR 100 high-speed single frame grab and store unit and software. The 
PALFALSH 500 has applications in spray atomization, ballistics, detonics, 
Schlieren studies, and shadowgraphs. 

RIBTEC 
Bahanna, OH, 

is a manufacturer of metal fibers and nonwoven fabrics from 0.20" to .0004” 
diameter in nickel, titanium, and stainless steel. Other metals and alloys also are 
available. 

Technologies Tomorrow 
Albuquerque, NM, 

is a newsletter identifying key technologies that will emerge in the next three to 
five years. Each issue focuses on a different technology. 

Westinghouse Hanford Co./lnternational Environmental Institute 
Richland, WA 

The International Environmental Institute seeks to create and nurture partnerships 
among industry, government, academia, and the public to ensure the rapid de- 
velopment, application, and commercialization of environmental technologies 
to support Hanford site remediation and restoration. 


Editor’s Note: 

The final, complete list of exhibitors and booth locations will be contained 
in the official program distributed on-site in the show registration area. 


TOT 


TOTALAB" 


THERMAL ANALYSIS. 

Precision is more affordable than ever. 



Harrop’s TOTALAB System is proof that thermal 
analysis instrumentation — DTA, TGA, and dila- 
tometers — need not be expensive to be effective. 
TOTALAB is easy to use and designed for years of 
reliable operation. Analysis modules are available 
up to 1600°C. For data storage and more sophis- 
ticated analysis the new CYBER 702 digital data 
acquisition system is unique in its use of standard 
spreadsheet software. Or check out Harrop's tradi- 
tional analog instrumentation. Either way, TOTALAB 
is the way to go for affordable — and effective — 
thermal analysis. 

For more information, contact Harrop Industries, 
Inc., 3470 E. Fifth Ave., Columbus, Ohio 43219-1797. 
Phone: 614/231-3621. TELEX: 810 482 1645 
FAX: 614/235-3699. 


HARROP 

INDUSTRIES, INC 

FIRE OUR IMAGINATION! 
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New Product Ideas 


New Product Ideas are just 
a few of the many innovations 
described in this issue of 
NASA Tech Briefs and having 
promising commercial applica- 
tions. Each is discussed further 
on the referenced page in the 


appropriate section in this 
issue. If you are interested in 
developing a product from 
these or other NASA innova- 
tions, you can receive further 
technical information by 
requesting the TSP referenced 


at the end of the full-length article 
or by writing the Technology 
Utilization Office of the sponsoring 
NASA center (see page 26). 

NASA's patent-licensing program 
to encourage commercial develop- 
ment is described on page 26. 


Subsurface Growth of 
Silicide Structures in Silicon 

This technique shows promise of fab- 
rication of novel electronic, optoelectron- 
ic, and electro-optical devices. Experi- 
ments have demonstrated the feasibility 


of growing microscopic single -crystal 
CoSi 2 structures beneath the surfaces of 
Si substrates. 

(See page 98.) 


Quantitative Tester 
and Reconditioner 
for Hand and Arm 

A new apparatus measures the torques, 
forces, and motions of the hand, wrist, 
forearm, elbow, and shoulder. The ap- 
paratus can be used to determine the 
strengths and endurances of muscles, 
the motion of joints, and reaction times, 
or it can serve as an exercise machine to 
restore muscle performance. 

(Seepage 106.) 

Electroluminescent 
Displays Made With 
Alternative Dopants 

A fabrication technique for a single - 
layer, thin-film electroluminescent display 
device uses a ZnS host layer doped to 
form color phosphors. Column and row 
conductors separated by transparent 
layers of Si0 2 form electric fields at in- 
tersections to excite specific phosphors 
into luminescence. 

(See page 46.) 

Techniques for Mass 
Production of 
Tunneling Electrodes 

New techniques have been developed 
from silicon-micromachining, lithographic 
patterning, and related processes to pro- 
duce tunneling electrodes. The electrodes 
are integral parts of tunneling transduc- 
er/sensors. Such devices are essential 
components of scanning tunneling mi- 
croscopes and related instruments. 
(See page 30.) 

Porous Forebody 

A porous forebody improves the per- 
formance of an aircraft at both high and 
low angles of attack. Such structures 
could lead to safer and better-handling 
aircraft. 

(See page 91.) 

Pump Propels Liquid 
and Gas Separately 

A conceptual design would handle 
mixtures of liquid and gas efficiently. Po- 
tential application for such pumps in- 
clude turbomachinery in powerplants and 
superchargers in automobile engines. 
(See page 96.) 


Elmo- the 


KING 

of Micro 
Picture Quality 


FRONT OF CONTROLLER 





BACK OF CONTROLLER 


Any broadcast pro will tell you Elmo 
micro cameras deliver the best picture 
quality. That's why Elmo micro cameras 
are used in network television events. 

Now, we've made them 
even better! Elmo micros are 
also extensively used in 
medical equipment, aircraft, 
high tech surveillance, 
covert operations and 
many more applications. 

1. Model MN-401X (color) 


Features electronic shutter speed up to 1 50.000th second, over 
460 lines (FI) resolution, 5 lux illumination for excellent color 
rendition, the first micro with 3 video outputs (analog RGB, S-VFIS. 
NTSC) and accepts macro lenses that can enlarge up to 178 times 

2. ME-401E (B&W) 

A 570 lines (FI) high resolution model, 1.8 lux. both electronic and 
manual shutter speed control and random trigger for machine 
vision, quality control and other applications 
Elmo also offers another very special ingredient, the best 
customer service and support You can immediately 
reach a highly qualified person to quickly 
answer your technical or service 
questions. 

For more information, 

call Vince Giovinco 
toll free at 
1-800-947-ELMO 
or write: 






I Mtg. 

I Corp. 

70 New Hyde Park Road. New Hyde Park, NY 11040 Phone: 1-800-947-ELMO 

44 West Drive. Brampton, Ontario, Canada L6T 3T6 Phone: 416-453-7880 
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The NVK-Sunlight Readable 
Electro-Optical 
Display System. 


The VIVISUN 5000 electro-optical display system 
incorporates LF.D lighting that is both NV1S compati- 
ble and sunlight readable per MIL-L-85762A. This 
interactive system also provides rugged reliability and 
meets the environmental extremes that military pro- 
grams demand. 

The VIVISUN 5000 LED dot-matrix electro-optical 
display has a 1000:1 dimming ratio which achieves 
NVTS compatibility and sunlight readability (10,000 
foot-candles). System features include: Total Legend 
Flexibility • Serial Data Line via RS-232C or RS-422 


• Interactive Tactile Response. 

The VIVISUN 5000 electro-optical display system 
is the solution for your ruggedized military design 
requirements. 

Contact us today. 


O 4EROSR4CE OPTICS INC. 

3201 Sandy Lane. Fort Worth, Texas 76112 
Phone (817) -151-11-41 • Fax (817) 654-3405 






FROM NASA'S 
TECHNOLOGY 
UTILIZATION 
SERVICES 


If you're a regular reader of TECH BRIEFS, then you're already making use of 
one of the low-and no-cost services provided by NASA's Technology Transfer 
Program. But a TECH BRIEFS subscription represents only a fraction of the 
technical information and applications’engineering services offered by this Pro- 
gram. In fact, when all of the components of NASA's Technology Transfer Network 
are considered. TECH BRIEFS represents the proverbial tip of the iceberg. 

We've outlined below NASA's Technology Transfer Network — named the 
participants, described their services, and listed the individuals you can contact 
for more information relating to your specific needs. We encourage you to make 
use of the information, access, and applications services offered. 


How You Can Access Technology Transfer Services At NASA Field Centers: 

Technology Utilization Officers & Patent Counsels — Each NASA Field Center has a Technology Utilization 
Officer (TUO) and a Patent Counsel to facilitate technology transfer between NASA and the private sector. 

I f you need further information about new technologies presented in NASA Tech Briefs, request the Technical Support Package (TSP). If a TSP is not 
available, you can contact the Technology Utilization Officer at the NASA Field Center that sponsored the research. He can arrange for assistance in 
applying the technology by putting you in touch with the people who developed it. If you want information about the patent status of a technology or are 
interested in licensing a NASA invention, contact the Patent Counsel at the NASA Field Center that sponsored the research. Refer to the NASA reference 
number at the end of the Tech Brief. 


Ames Research Ctr. 

Technology Utilization 
OfficeriGeoffrey S. Lee 
Mail Code 223-3 
Moffett Field, CA 94035 
(415) 604-4044 
Patent Counsel: 

Darrell G. Brekke 
Mail Code 200-1 1 
Moffett Field, CA 94035 
(415) 604-5104 

Lewis Research Center 

Technology Utilization 
Officer: Anthony F. 
Ratajczak 
Mail Stop 7-3 
21000 Brookpark Road 
Cleveland, OH 44135 
(216) 433-5568 
Patent Counsel: 

Gene E. Shook 
Mail Code LE-LAW 
21000 Brookpark Road 
Cleveland, OH 44135 
(216) 433-5753 


John C. Stennis 
Space Center 

Acting Technology 
Utilization Officer: 
Richard A. Galle 
Code HA-30 
Stennis Space Center. 
MS 39529 
(601)688-1929 

John F. Kennedy 
Space Center 

Technology Utilization 
Officer: James A. 
Aliberti 

Mail Stop DE-PAT 
Kennedy Space 
Center, FL 32899 
(407) 867-3017 
Patent Counsel: 

Bill Sheehan 
Mail Code DE-PAT 
Kennedy Space 
Center, FL 32899 
(407) 867-2544 


Langley Research Ctr. 

Technology Utilization 
Officer Joseph J. 

Mathis. Jr. 

Head, TU 4 AO Office 
Mail Stop 200 
Hampton. VA 23681-0001 
(804) 864-2484 
Patent Counsel: 

Dr. George F. Helfrich 
Mail Stop 143 
Hampton, VA 23681-0001 
(804) 864-3221 

Goddard Space Flight 
Center 

Technology Utilization 
Officer: Dr. George Alcorn 
Mail Code 702 
Greenbelt, MD 20771 
(301)286-5810 
Patent Counsel: 

R. Dennis Marchant 
Mail Code 204 
Greenbelt, MD 20771 
(301) 286-7351 


Jet Propulsion Lab. 

NASA Resident Office 
Technology Utilization 
Officer: Arif Husain 
Mail Stop 1 80-801 D 
4800 Oak Grove Drive 
Pasadena, CA91109 
(818) 354-4862 
Patent Counsel: 
Thomas H. Jones 
Mail Code 1 80-80 1G 
4800 Oak Grove Drive 
Pasadena, CA 91109 
(818)354-5179 

Technology Utilization 
Mgr. for JPL: 

Wayne Schober 
Mail Stop 122-116 
4800 Oak Grove Drive 
Pasadena, CA 91109 
(818) 354-2240 

Technical Information/ 
Inquiries: 

1 -(800) 832-4575 


George C. Marshall 
Space Flight Center 

Technology Utilization 
Officer: Ismail Akbay 
Code AT01 
Marshall Space Flight 
Center, 

AL 35812 
(205) 544-2223 
(800) 437-5186 
Patent Counsel: 
Robert L. Broad. Jr. 
Mail Code CC01 
Marshall Space Flight 
Center, 

AL 35812 
(205) 544-0021 

Lyndon B. Johnson 
Space Center 

Technology Utilization 
Officer: Richard B. 
Ramsell 
Mail Code IC-4 
Building 4 South 


Houston, TX 77058 
(713) 483-3809 
Patent Counsel: 
Edward K. Fein 
Mail Code AL3 
Houston, TX 77058 
(713) 483-4871 

NASA Headquarters 

Technology Utilization 
Officer: Leonard A. Ault 
Code CU 

Washington, DC 20546 
(202) 358-0721 
Associate General 
Counsel for Intellectual 
Property: Jack Mannix 
Code GP 

Washington, DC 20546 
(202) 453-2424 


How You Can Utilize NASA’s Regional Technology T ransfer Centers (RTTCs) — A nationwide network offering 
a broad range of technology transfer and commercialization services. 


Y ou can contact NASA's network of RTTCs for assistance in solving a specific technical problem or locating technology or markets that match your 
Interests. The RTTCs are experienced in working with Industry to define technology needs and acquire and commercialize applicable technology. 
User fees are charged for most sen/ices. For more information, call 1-800-472-6785 and you will be connected to the RTTC in your geographical 
region (or you may call or write directly to the RTTC in your region). 


REGIONAL TECHNOLOGY TRANSFER CENTERS (RTTCs) 
RTTC Directors 


NORTHEAST 
Dr. William Gasko 
Center tor Technology 
Commercialization 
Massachusetts Technology Park 
1 00 North Drive 
Westborough. MA01581 
(508) 870-0042 

MID-ATLANTIC 
Ms. Lani S. Hummel 
University of Pittsburgh 
823 William Pitt Union 
Pittsburgh, PA 15260 
(412) 648-7000 
(800) 257-2725 (toll-free US) 


SOUTHEAST 

Mr. J. Ronald Thornton 

Southern Technology Application 

Center 

University of Florida 
College of Eng. 

Box 24 

One Progress Boulevard 
Alachua, FL 32615 
(904) 462-3913 
(800) 225-0308 (outside FL) 


MID-CONTINENT 
Mr. Gary Sera 

Texas Engineering Experiment Station 
Texas A&M University System 
237 WERC Collge Station, 

Texas 77843-3401 
409-845-8762 


MID-WEST 


FAR-WEST 
Mr. Robert Stark 
Technology Transfer Center 
University of Southern California 
3716 South Hope Street. 

Suite 200 

Los Angeles, CA 90007-4344 

(213) 743-6132 

(800) 642-2872 (CA only) 

(800) 872-7477 (toll-free US) 


Dr Joseph W Ray 

Great Lakes Industrial Technology Center 
25000 Great Northern Corporate Center 
Suite 260 

Cleveland. OH 44070-5310 
(216) 734-0094 


If you are interested in information, applications, research, training, and services relating to satellite and aerial data for Earth resources, contact NASA’s 
transfer point for earth observing technology: Technology Application Center, University of New Mexico, 2500 Yale Blvd. S.E., Suite 100, 
Albuquerque, NM 87131-6031; Dr. Stan Morain, Director (505) 277-3622. 


If you represent a public sector organization with a particular need, you can contact NASA’s Application Team for technology matching and problem 
solving assistance. Staffed by professional engineers from a variety of disciplines, the Application Team works with public sector organizations to identify 
and solve critical problems with existing NASA technology Technology Application Team, Research Triangle Institute, P.O. Box 1 21 94, Research 
Triangle Park, NC 27709; Dr. Doris Rouse, Director, (919) 541-6980 


A Shortcut To Software: COSMIC* For software developed with NASA 
funding, contact COSMIC. NASA's Computer Software Management and Informa- 
tion Center. New and updated programs are announced in the Computer Programs 
section. COSMIC publishes an annual software catalog. For more information call 
or write: COSMIC , 382 East Broad Street, Athens, GA 30602 John A. Gibson, 
Director. (706) 542-3265; FAX (706) 542-4807. 


If You Have a Question. .NASA Center For AeroSpace Infor- 
mation can answer questions about NASA's Technology Transfer Network and its 
services and documents. The CASI staff supplies documents and provides referrals. 
Call, write or use the feedback card in this issue to contact: NASA Center For 
AeroSpace Information. Technology Transfer Office, 800 Elkridge Rd. Linthnicum 
Heights. MD 21090-2934. Walter M Heiland, Manager. (410) 859-5300, Ext. 245. 
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DTVEE 


VEE 


Device I/O Data Math AdvMath 

DataAcq 

Display f 


A/D Coni 

fig 


D/A Config 
C/T Config 
Digital In Config 
Digital Out Config 


liii. 


Run j Stop Cont Step ; 


Fred Molinari, 
President 


True Windows environment, including online 
Help, dialog boxes, DDE, and DLL support. 


■». —I 


Powerful, high-level objects speed application 
development. Single window operation displays 
your program as you develop or run it. 


Create your own user objects. Automatic wiring 
makes connections foolproof. 


Intelligent objects accept any connection from 
another object or any data type; objects are self- 
labeled for quick identification . 


Data 
Control 
Get Config 


Cut Your Development Time with DT VEE 


DT VEE™ for Windows”' is a complete visual programming language for data acquisition that 
increases your productivity by speeding your application development. 


With DT VEE, you easily create, debug, document, run, and maintain powerful applications. 
Its high-level objects represent logical constructs that acquire, process, display, and share data. Program 
development is intuitive — connect objects in a logical sequence, and run. It’s that easy. 


Change a program dynamically— add, replace, or delete objects on-the-fly. Create your own user 
objects — combine DLLs, other DT VEE objects, or your own tried-and-true algorithms. DT VEEs pow- 
erful objects let you reuse your code from application to application — pure productivity. 

DT VEEs functionality is extensive. From a simple if/then/else loop to more complex 
mathematical processing to detailed displays, DT VEE has everything you need. 
DT VEE is based on HP VEE for Windows,™ and is backed by the Hewlett-Packard 
and Data Translation commitment to quality. DATA TRANSLATION 


FREE DEMO DISK 


Call today for a 
FREE demo disk 
and more 
information on 
DT VEE 

1 - 800 - 525-8528 


World Headquarters: (508) 481-3700, UK Headquarters: (0734) 793838, Germany Headquarters: (07142) 95 31-0, France Headquarters: 69.29.98.88, Italy Headquarters: (030) 2425696. 
Sales Offices: Argentina (541) 631-1212, (541) 244-4668; Australia 2699-8300: Austria: (222) 367660; Belgium (02) 466.81.99. Brad 1 15646024; Canada (508) 4816700, (800) 5256528: China 86 1 849958667; Denmark (45) 42 27 45 11: 
Finland (0) 3511800; Greece (1) 361-4300; Hong Kong (852) 515-0018; India (22) 23-1040; Israel 9-545685. Japan (33) 502-5550, (33) 5379-1971; Korea (2) 718-9521; Malaysia (3) 2486786; Mexico 5756091. 5756098; 
Nethedands (70) 3996360. New Zealand (9) 4158362: Norway (22) 43 4 1 5ft Portugal ( 1 ) 7934834. 1 1 ) 7934934. Singapore 773 430ft South Afrtai ( 12) 803768093; Spain ( 1 ) 55561 12 Sweden 08-765 02 80; Switzerland { 1 ) 3866686; 
Taiwan (2) 3039836; Thailand (02) 281-9596, (02) 282-4834, (02) 282-4797; Turkey (212) 2856213/15, (212) 274 9097 827.93 
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Any performance level ... any platform 


Do you use PCs, Macs, or workstations? Is your engineering problem 
routine or complex? Do you have budgetary concerns? Regardless of 
your challenge, Intergraph has a solution for you in our extensive 
family of integrated mechanical design automation tools. 

Look at MicroStation, popular CAD software that offers tools 
to boost your drafting and design productivity: BOM-ready symbol 
libraries. Associative hatching. Dimension-driven design. 
Freeform NURBS surface modeling. 3D Booleans. Mass properties 


calculations. Photo-realistic rendering. MicroStation is available 
for DOS, Apple Macintosh, Microsoft Windows, Microsoft Window 
NT, Sun, Hewlett-Packard, Intergraph, and more. 

For exceptional performance, choose Intergraph’s Engineerin' 
Modeling System, leading-edge technolog}' that provides a dynamic 
environment for concurrent engineering: Variational and feature 
based solid modeling. Data associativity. Drafting. Engineerinj 
analysis. Visualization. Manufacturing. EMS is available fo 






Intergraph, Silicon Graphics, and Sun workstations. 

Whether your immediate need is for a 
general-purpose CAD tool running on your existing 
hardware or a comprehensive art-to-part system, 
Intergraph has the integrated solution you need. It’s 
your best choice for uninterrupted productivity and a 
growth path to future needs. 


To find out more about MicroStation and 
EMS, call us today at 800-345-4856. 


i MicroStation 

INTERGRAPH 


Solutions for the Technical Desktop 


Intergraph* is a registered trademark and Solutions for the Technical Desktop and KMS are trademarks of Intergraph Corporation MicroStation* is a registered trademark of Bentley Systems Inc., an 
Intergraph affiliate. Other brands and product names are trademarks of their respective owners. Copyright 1993 Intergraph Corporation. Huntsville. AL 35894-0001 DIMD1 16A0 
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Special Focus: 

Advanced Manufacturing 


Techniques for Mass Production of Tunneling Electrodes 

Electrode patterns are formed by lithography, and extreme cleanliness is essential. 

NASA's Jet Propulsion Laboratory, Pasadena, California 



This Scanning Electron Micrograph shows an electrode film deposited on and around 
a micromachined silicon tip. 


Techniques for the mass production of 
tunneling electrodes have been developed 
from silicon-micromachining, lithographic 
patterning, and related microfabrication 
processes. Tunneling electrodes are so 
named because electrons travel between 
them by quantum-mechanical tunneling; 
tunneling electrodes are integral parts of 
tunneling transducer/sensors, which act 
in conjunction with feedback circuitry to 
stabilize tunneling currents by maintain- 
ing electrode separations of the order of 
10 A. Such transducer/sensors are es- 
sential parts of scanning tunneling mi- 
croscopes and related instruments, and 
can be used as force and position trans- 
ducers in novel microscopic accelerom- 
eters and infrared detectors, for example. 

In developing the techniques for mass 
production of these devices, it was nec- 
essary to overcome difficulties posed by 
the need to fabricate silicon into micro- 
scopic parts with three-dimensional shapes, 
including cantilevers, pyramidal tips, and 
recesses. In addition, an important pre- 
requisite to the operation of a tunneling 
transducer/sensor is the deposition and 
maintenance of atomically clean gold elec- 
trode surface films. 

Production begins with the use of es- 
tablished micromachining techniques to 
fabricate silicon wafers into the desired 
complicated shapes with recesses and 
tips. The wafers are then passivated by 
forming surface layers of Si0 2 1 pm thick 
in a standard steam oxidation process. 
The passivated wafers are spin-coated 
with photoresist and exposed to a litho- 
graphic pattern that defines the electrode 
areas. Because the pattern is typically 
formed in the recesses, where the sur- 
faces cannot be in contact with the litho- 
graphic mask, the edges of the pattern 
are somewhat blurred. After a develop- 
ment process in which the exposed photo- 
resist is removed, the wafers are treated in 
an oxygen plasma, which cleans the open 


areas in the photoresist pattern and shar- 
pens the edge profile of the photoresist. 

The gold electrodes are then depos- 
ited on the photoresist-coated wafer. 
Because gold does not adhere to clean 
Si0 2 , an adhesion layer of another metal 
must be deposited first. In particular, it 
has been determined experimentally that 
when a titanium adhesion layer 150 A 
thick is followed by a platinum barrier 
layer 150 A thick followed by a gold elec- 
trode layer 2,000 A thick, the gold elec- 
trodes turn out to be sufficiently clean for 
long-term, stable tunneling. (The barrier 
layer prevents diffusion of the gold into 
the substrate.) 

After deposition of the metal layers, 
the wafer is submerged in acetone or 
another solvent that dissolves the pho- 
toresist and is agitated ultrasonically. This 
agitation is necessary to make the sol- 
vent soak under the metal that was de- 
posited on the remaining areas of the 
photoresist, so that the metal can be lift- 
ed off those areas. 

Finally, the wafers are diced by a stand- 


ard dicing saw; degreased with trichloro- 
ethylene, acetone, and methanol; and then 
treated in an oxygen plasma. The figure 
shows a typical result of this fabrication 
process. 

This work was done by Thomas W. 
Kenny, Judith A. Podosek, Joseph K. 
Reynolds, Howard K. Rockstad, Erika C. 
Vote, and William J. Kaiser of Caltech 
for NASA’s Jet Propulsion Labora- 
tory. For further information, write in 1 
on the TSP Request Card. 

In accordance with Public Law 96-5 17, 
the contractor has elected to retain title 
to this invention. Inquiries concerning 
rights for its commercial use should be 
addressed to 

William T. Callaghan, Manager 

Technology Commercialization 
(M/S 79-23) 

Jet Propulsion Laboratory 

4800 Oak Grove Drive 

Pasadena, CA 91109 
Refer to NPO-18865, volume and num- 
ber of this NASA Tech Briefs issue, and 
the page number. 


Electroform Welding 

Metal parts can be joined without heating them. 

Lewis Research Center, Cleveland, Ohio 

Electroform welding can be used to ventional welding and brazing. Conven- pieces being joined are weakened, and 

join a variety of parts without the addition tional welding results in a heat-affected which therefore constitutes a weak link in 

of detrimental heat associated with con- zone, where the materials in the work- the structure. Brazing usually involves 






Figure 1 . The Electroform Bonds in this 
specimen remained intact even when the 
base material was broken. 


heating of the entire structure, thus low- 
ering the strengths of the materials. 

Electroform welding involves the ap- 
plication of the techniques of conventional 
electroforming to bridge the gap between 
two parts, thus bonding them together at 
essentially room temperature. This en- 
ables one to join parts made of similar or 
dissimilar alloys while maintaining those 
properties that were imparted to the al- 
loys by heat treatment and mechanical 
work. 

For years, NASA has been using elec- 
troforming to produce rocket-chamber 
liners with superior bonds such that the 
base materials break before the elec- 
troform bonds do (see Figure 1). This tech- 
nique is being developed so that large 
and/or complexly shaped parts can be 
joined without degrading the properties 
of the materials of which they are made. 

The initial development of this tech- 
nique was intended to enable attach- 
ment of coolant feed manifolds to the 


combustion chamber of a rocket engine 
(see Figure 2). The two pieces (the man- 
ifold and the combustion chamber) are 
assembled and appropriately masked or 
shielded. Then the joint is formed by con- 
centrating the electroforming in the joint 
area. The joint is built by electroforming 
up to a thickness that corresponds to a 
desired joint strength. The assembly is 
then removed from the electroforming 
bath, unmasked, and rinsed, leaving a no- 
heat weld. 

This technique has been demonstrat- 
ed with copper, nickel, and alloys there- 
of. The tensile strengths of the materials 
as deposited have ranged from 50 to 150 


kpsi (about 0.34 to 1.03 GPa). Commer- 
cial uses could include joining dissimilar 
alloys where fusion welding would be im- 
possible. Also, this technique would be 
beneficial for suppression of distortion or 
for maintenance of very close tolerances 
in precise components, the heating of 
which would be detrimental. 

This work was done by John M. 
Kazaroff and Robert S. Jankovsky of 
Lewis Research Center and Glen Malone 
and Richard Edwards of Electroformed 
Nickel Inc. For further information, write 
in 94 on the TSP Request Card. 
LEW-15598 


Automated Welding System 

Sensors, robots, and a controls model are being integrated. 
Marshall Space Flight Center, Alabama 



The Automated Welding System is being developed in subsystems that will be put in 
operation as they become available. 


A fully automated variable-polarity plas- 
ma arc (VPPA) welding system is being 
developed at Marshall Space Flight Center. 
The system is expected to eliminate those 
defects that are caused by human error. 
The system (see figure) integrates many 
sensors with a mathematical model of the 
weld and computer-controlled welding 
equipment. The sensors provide real-time 
information on the geometry of the weld 
bead, the location of the weld joint, and the 
wire-feed entry. The mathematical model 
relates the geometry of the weld to critical 
parameters of the welding process. 

Parts of the system are in various stages 
of development and will be put in opera- 
tion as they become available. The system 
can also be expanded to include automat- 
ed optoelectronic inspection of the dimen- 
sions, peaking, and mismatches of welds. 

Stereoscopic-imaging sensors intended 
to track weld seams are being evaluated. 


A laser sensor for profiling the weld bead 
and controlling the rotation of the welding 
torch has been demonstrated. A seam- 
tracking sensor based on artificial intelli- 
gence is also being evaluated. A wi re-feed- 
controlling sensor has been conceived and 
is being implemented on an industrial com- 
puter by use of a multitasking operating 


system. 

The system will coordinate more than 
10 axes of motion. Both macro and task- 
level programs are being developed to 
simplify the motion of the welding robot. 

A number of organizations in NASA, 
universities, and industry are contributing 
to the multidisciplinary development proj- 
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The Latest News About The Premier US Technology Showcase 


America ’s Best Inventions And Top Technologists 
Are Coming To Anaheim This December 

‘93 Event Will Be Biggest Ever 


Over 8000 engineers and executives from industry and govern- 
ment — a new record — are expected to pack the Anaheim, CA con- 
vention center on December 7-9 for Technology 2003, the fourth 
national technology transfer conference. They will visit the largest US 

exhibition of federal 
and private sector 
inventions and prod- 
ucts available for 
license or sale, and 
will attend over 100 
symposia presenta- 
tions by government 
technologists/con- 
tractors spotlighting 
commercially- 
promising research 
innovations in such 
critical areas as 
manufacturing, elec- 

The Army-developed Cubane molecule, subject of tr0r ] iCS ' Computing, 
a Dec. 7 presentation, shows great potential both m C ,enalS ' blOtech- 
as a “super^xplosive” and as a pharmaceutical n C Ogy, an environ 
for treatment of cancer and other illnesses. men,al technology. 

The event has 
tripled in size since 

its inception in 1 990. This growth has come as both the government 
and industry have embraced technology transfer as a key to econom- 
ic growth. 'The Clinton Administration has made technology reinvest- 
ment and the generation of dual-use technologies an important part 
of its economic plan,' explained James R. Thompson, Technology 
2003 general conference chairman. 'That's what this conference is 
all about — helping US businesses to take advantage of the treasure- 
trove of ready-made innovations in the nation's 700+ federal labs to 
develop new products, solve engineering problems, and improve 


their manufacturing and production techniques.' 

Participating federal agencies include NASA (the show sponsor 
along with NASA Tech Briefs and the Technology Utilization 
Foundation), the Environmental Protection Agency, the Federal 
Aviation Administration, the Federal Highway Administration, the 
National Security Agency, and the departments of Agriculture, 
Commerce, Defense, Energy, Health and Human Services, Interior, 
and Veterans Affairs. 

Vice President Invited To Keynote 

US Vice President Al Gore is the invited keynote speaker for the 
opening plenary session starting at 8:30 am on Tuesday, Dec. 7, 
which will focus on Defense Conversion and the government's 
Technology Reinvestment Project, a program of matching grants in 
various technological areas to explore commercial uses of federally- 
funded R&D. California governor Peter Wilson Is expected to speak 
Tuesday evening at a reception in the exhibits hall (6:00 pm, open to 
all Technology 2003 registrants) commemorating National 
Technology Transfer Week (Dec. 5-1 1), which also will include con- 
ferences sponsored by the National Technology Transfer Society and 
the American Society for Photogrammetry and Remote Sensing. 

In a plenary session on Wednesday morning, federal tech trans- 
fer experts will explain how to license government patents, apply for 
SBIR grants, and successfully enter into Cooperative R&D 
Agreements, in which companies and government labs share 
resources to bring dual-use technologies to the commercial stage. 

Thursday's workshops will include an International Technology 
Transfer Forum; high-level speakers from Russia, Israel, Italy, France, 
Switzerland, and Canada will unveil their portfolio of inventions avail- 
able for US companies' benefit, and will provide contacts for follow- 
up. Dr. Yuri Ossipyan, former science adviser to Mikhail Gorbachev, 
is expected to open this session. 

For a complete conference program, including info on hotel and 
air travel discounts, call Wendy Janiel at (800) 944-NASA. 



Preregister and $ave: 

by 11/19 on-site 


Complete Registration $250 $295 


(includes symposia and 
exhibits, a ticket to the 
Awards Dinner, and a set 
of Tech 2003 proceedings) 



Three-Day Symposia/Exhibits 

$150 

$195 

One-Day Symposia/Exhibits 

$75 

$95 

Awards Dinner Only 

$50 

$60 

Exhibits Only 

— No Charge — 


On-Site Registration Hours 


Monday, Dec. 6 
Tuesday, Dec. 7 
Wednesday, Dec. 8 
Thursday, Dec. 9 


8:00 am - 5:00 
7:00 am - 5:00 
7:00 am - 4:00 
7:00 am - 2:00 


pm 

pm 

pm 

pm 


Fax or Mail the card above to preregister. 

Preregistrants will receive written confirmations via mail along with 
their name badges and imprinter cards. Badge holders, programs, 
and dinner tickets must be picked up in person at the Anaheim 
Convention Center (Hall C) during the above hours. 





Next Stop, Anaheim 

For High-Speed Train Of Tomorrow 



The Cybertran lightweight electric transport system 


The Cybertran, a breakthrough con- 
cept in high-speed mass transit, will be 
displayed by Idaho National Engineering 
Lab in the giant Technology 2003 
exhibits hall. The computer-controlled, 
electrically-powered vehicle would travel 
between cities in elevated guideways at 
speeds up to 150 mph. It would cost just 
10-20% of conventional rail systems 
and use just 30% of the energy of exist- 
ing automobile and aircraft systems. 

Other exhibit highlights include: 

A NASA's Ames Research Center 
will demonstrate its Virtual Wind 
Tunnel, a computer system that 
generates incredible 3D simula- 
tions of flows around aircraft; 

A Lawrence Berkeley Lab will 
exhibit Silica Aerojel, a unique 
transparent material featuring 
the best thermal insulation prop- 
erties of any solid; 

A Ten US Navy labs will jointly display hundreds of dual-use 
technologies that could help businesses enhance their pro- 
ductivity and competitiveness; 

A The Marshall Space Flight Center's booth will highlight an 
award-winning x-ray microscope that could revolutionize 
biological and medical research by generating the first ultra- 
high-resolution images of DNA molecules, chromosomes. 


and other parts of living cells; 

A NASA's main exhibit will include a scale model and spinoffs 
of the National Aero-Space Plane, a future hypersonic air- 
craft that will take off from conventional runways and then 
fly into orbit. 

The exhibits hall will be open 10:00 am - 6:00 pm on 12/7, 10:00 
am - 5:00 pm on 1 2/8, and 9:00 am - 3:00 pm on 1 2/9. 


Silicon Graphics Founder To Speak At 
Technology Transfer Awards Dinner 

From “Jurassic Park” To The Info Superhighway 


They're one of the hottest names in high-tech industry: Sili- 
con Graphics Corp. of Mountain View, CA pioneered high-perfor- 
mance 3D visual computing; their computers created the dinosaurs 
in “Jurassic Park" and the special effects in “Terminator 2"; they're at 
the forefront of virtual reality technology both for entertainment and 
design applications; and now they've teamed with Time Warner 
Cable to create the first interactive digital cable television network — 
paving the way for the “Information Superhighway' of the future. 



Dr. James Clark, chairman and 
founder of Silicon Graphics, will be the 
guest speaker at the fourth annual 
Technology Transfer Awards Dinner, to 
be held December 8 at the Anaheim 
Marriott Hotel. Dr. Clark will discuss 
how his company, recently named for 
the second time to Fortune magazine's 
list of 1 00 fastest-growing companies, 
rose to success, and will share his 
vision of the future of computing and 
what it could mean to the nation's glob- 
al competitiveness. 

The dinner, the central event of 
Technology 2003, will feature a- 
wards to federal technologists and pri- 
vate sector firms who have made 
important strides in transferring research 
innovations into practical products that 
improve daily life and the national econ- 
omy. Dinner tickets are $50 (one dinner 
ticket is included in the complete conference registration fee) and can 
be ordered using the registration card above. Seating is limited and 
will fill quickly, so reserve your tickets today. 



Above: Dr. James Clark, 
founder of Silicon Graphics 

Left: SG s 3D graphics com- 
puters were used to create 
the dinosaurs in “Jurassic 
Park. ” Onscreen they served 
as the “eyes and ears ” of the 
high-tech theme park. 
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ect. The system is believed to be the first 
to incorporate fundamental knowledge of 
the physics and chemistry of the welding 
process with feedback from sensors and 
coordinated control of welding parameters 
and of the motion of the welding torch. 


This work was done by E. O. Bayless, 
K. G. Lawless, C. Kurgan, A. C. Nunes, B. 
F. Graham, D. Hoffman, C. S. Jones, and 
R. Shepard of Marshall Space Flight 
Center. For further information, write in 
47 on the TSP Request Card. 


Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 26]. Refer 
to MFS-28578 


Manufacturing Complicated Shells and Liners 

Several advanced fabrication techniques would be used in sequence. 
Marshall Space Flight Center, Alabama 



Selected Aspects of the proposed method of manufacture of the shell and liner are depicted. 


Explosive forming, wax filling, and any 
one of welding, diffusion bonding, or braz- 
ing would be used in a proposed method 
of manufacturing large, complicated shell- 
and-liner vessels or structures. The meth- 
od was conceived for the manufacture of 
film-cooled rocket nozzles but is applicable 
to joining large coaxial shells and liners in 
general. 

A thick-walled structural shell would first 
be formed by use of explosives to the re- 
quired size and shape, with regularly spaced 
bulges for stiffening the shell and cavities 
for directing coolant to injection points (see 
figure). Next, the bulges and cavities would 
be filled with wax, and a prefabricated sheet- 
stock liner would be formed explosively to 
the inside of the structural shell. In this 
step, the wax filler would prevent the liner 
from entering the bulges and cavities. 

The formed liner would be machined to 
accept film-cooling injection manifolds, 
and the wax would be removed. The liner 
and the structural shell would then be weld- 
ed, diffusion-bonded, or brazed together 
for strength and to prevent the flow of 
coolant into undesired regions. The film- 
cooling injection manifolds would then be 
welded or brazed to the liner. 

This work was done by Paul J. Sobol and 
Joseph E. Faucher of United Technologies 
Corp. for Marshall Space Flight Center 
For further information, write in 6 on 


the TSP Request Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 


dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 26] Refer 
to MFS-28646. 


Computer Programs for Automated Welding System 

Expected benefits include reduced workload for the technician and more-consistent welds. 
Marshall Space Flight Center, Alabama 


Computer programs are being developed 
for use in controlling the automated weld- 
ing system described in the preceding 
article (MFS-28578). These programs, to- 
gether with the control computer, com- 
puter input and output devices (including 
graphical display), and control sensors and 
actuators, are expected to provide a flexi- 
ble capability for the planning and imple- 
mentation of schemes for the automated 
welding of specific workpieces. 

Heretofore, in the programming of a 
welding robot, it has been necessary for 
a technician to specify the welding path, 
typically by specifying the position and 
orientation of the welding torch at several 


principal points between which the path 
is defined as a straight line or as an ex- 
plicit curved line. In addition, the techni- 
cian has had to specify the speed of the 
torch and the parameters of the welding 
process (polarities and durations of weld- 
ing-current pulses) at all points along the 
path. Such an extensive involvement of a 
person or persons in "teaching” the weld- 
ing system may result in a lack of con- 
sistency between programs taught at dif- 
ferent stations by different technicians 
or even between welds on the same part 
taught by the same technician. In addition, 
the cost of extensive involvement of a 
technician in teaching significantly raises 


the minimum number of identical parts 
that must be produced on each batch be- 
fore robotic automation is economically 
justifiable. 

The computer programs for the automat- 
ed welding system are being developed 
according to macro- and task-level pro- 
gramming schemes, which can increase 
both productivity and consistency by re- 
ducing the amount of "teaching” of the 
system by the technician. In task-level pro- 
gramming, the technician specifies only 
goals for high-level tasks, rather than de- 
tailed robot motions to achieve those goals. 
In macro-level programming (see figure), 
programs for welding complicated work- 
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The “Rib Macro” programming utility generates a computer program for welding a rib 
into a box. The technician has to "teach" the welding robot by specifying the pose of 
the welding torch and the path of approach or recession at only a few principal points. 


pieces are generated through hierarchical 
calls to macroinstructions, which, in turn, 
encapsulate all the sequences of motions 
and welding parameters needed to weld 
generic classes of workpieces. In this ap- 
proach, the specifications of the welding 
process can be enforced more strictly and 
uniformly by encoding them into the rules 
that govern the decomposition of macroin- 
structions into other instructions. 

For further enhancement of productivi- 
ty and consistency and suppression of 
programming errors, the developmental 
system will provide for three-dimensional 
mathematical modeling (with graphical 
depiction) of workpieces, work cells, ro- 
bots, and positioners. Robot paths will be 
simulated before welding of real work- 
pieces is attempted by a combination of 
off-line programming with macro-level pro- 
gramming, coupled with direct teaching of 
a few principal locations and orientations 
of the welding torch. Off-line programming 
will be effected directly on the robot con- 
troller, using the welding robot to calibrate 
the mathematical models and using the 
kinematics of the robot arm and the mo- 
tion-planning algorithms in the controller. 
This approach helps to take advantage of 
computer-aided design, the implementa- 
tion of which could require complicated 
robotic-welding programs that would be 
very difficult to “teach." 

This work was done by John E. 


Agapakis of Automatix Inc. for Marshall 
Space Flight Center. For further informa- 
tion, write in 5 on the TSP Request Card. 
Inquiries concerning rights for the com- 


mercial use of this invention should be ad- 
dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 26], Refer 
to MFS-26145. 


Robot Would Apply Brazing Foil Automatically 

A conceptual system would ensure consistency. 

Marshall Space Flight Center, Alabama 


A proposed robotic system would posi- 
tion brazing-foil preforms accurately and 
tack-weld them in place in or on large 
workpieces in preparation for brazing. 

The system would automate the time- 
consuming, skill-dependent, labor-inten- 
sive brazing-foil-application procedure. 

The robotically attached preforms would 
satisfy specifications better and more 
consistently than manually installed pre- 
forms do. 

The robotic foil-application system was 
conceived for use in applying brazing foil 
to the nozzle jacket of the main engine 
of the Space Shuttle (see figure). The 
preforms would be applied in five main 
bands. Preforms 0.004-in. (0.1-mm) thick 
would be placed in the forward end of 
the jacket; the rest of the jacket would 
be covered with preforms 0.0015-in. 

(0.038-mm) thick. The last piece insert- 
ed in each band would be custom-fit- 
ted to allow for dimensional tolerances. 

Currently, brazing-foil preforms are cut 
manually from foil sheets by use of pa- 
per-cutting shears. A technician fits the 
preforms individually in or on the part to 
be brazed, and trims or recuts them as The End Effector Would Pick and place foil preforms inside the nozzle jacket. 
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necessary. Often, the technician must 
shift them to eliminate gaps ancf slit or 
shift them to prevent wrinkles. 

The proposed robotic system would 
use preforms cut automatically by elec- 
trical-discharge machining. A robot guid- 
ed by a machine-vision subsystem and 
equipped with a vacuum-pickup end ef- 


fector would pick up each foil preform, 
stretch it out smoothly, place it in the 
proper position on the workpiece, and 
tack-weld it at several points simulta- 
neously. The machine-vision subsys- 
tem would ensure that gaps between 
preforms do not exceed specifications. 
Specially developed software would con- 


trol the system. 

This work was done by Jeffrey L. Gilbert 
and David A. Gutow of Rockwell Interna- 
tional Corp. for Marshall Space Flight 
Center. For further information, write 
in 30 on the TSP Request Card. 
MFS-29923 


Vacuum Plasma Spraying of Copper Onto Titanium 

Oxidation and the concomitant brittleness are eliminated. 

Marshall Space Flight Center, Alabama 



Copper-Coated 
Areas on Housing 


Copper-Coated 
Areas on Housing 


Parts 
of Mask 
Removed 


VACUUM PLASMA SPRAYING OF MASKED HOUSING 


HOUSING AND MASK AFTER SPRAYNG 


Vacuum Plasma Spraying forms a copper coat on exposed areas of a titanium housing. 


Vacuum plasma spraying has proved 
successful in depositing a tenacious cop- 
per coat on the flanges and other selected 
areas of a titanium valve housing. (In this 
particular application, the copper coat is 
needed as a base for electrodeposition of 
a nickel coat that is to protect a layer of 
insulation and anchor the nickel to the 
housing, because electrodeposited nickel 
does not adhere to titanium.) Heretofore, 
the copper coat has been deposited by air 
plasma spraying, but oxidation of both the 
copper and the titanium during the spray- 
ing process has resulted in a brittle layer 
of copper that has adhered poorly to the 
titanium. 

In preparation for vacuum plasma spray- 
ing, the parts of the titanium housing not 
to be coated with copper are masked. The 
housing is placed in the vacuum chamber, 
where it is heated to a temperature of 


850 °F (454 °C) by use of the plasma gun. 
Oxides and other contai linants on the sur- 
face of the housing are then removed by 
reverse-polarity, transferred-arc cleaning. 

The plasma used in spraying (see figure) 
is generated by passing a carrier gas of 
80 percent argon and 20 percent helium 
through an electrical discharge in the 
chamber. In the low-pressure [40-torr (5- 
kPa)] environment of the chamber, the 
plasma is accelerated toward the target 
to be sprayed (in this case, the titanium 
housing) and reaches speeds as great as 
mach 3. Highly pure copper powder is in- 
jected into the plasma, which accelerates 
the powder particles toward the target. 

The length of the plasma plume is ad- 
justed by variation of the pressure in the 
chamber (around the nominal 40 torr): the 
purpose of this adjustment is to make the 
particles of powder stay in the plume for 


just enough time to be softened by heating 
to a thoroughly malleable condition (and 
not to be heated to a liquid condition in 
which they splatter upon impact on the 
target). The particles attain a speed of 
about mach 1.5 just before impact. The 
combination of high purity, high impact 
speed, and absence of reactive gases 
results in a tenacious coat that can be 
removed only by machining. 

This work was done by Chris Power, W. 
H. Woodford, Richard R. Holmes, David 
H. Burns, Timothy N. McKechnie, and Ron 
Daniel of Marshall Space Flight Center 
For further information, write in 12 on 
the TSP Request Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 26], Refer 
to MFS-28664. 
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Cameras shown with optional lenses. 


GP-KS152 

■ Digital Signal Processing (DSP) 

■ 1/2* Microlens CCD color microcamera 

■ Electronic Light Control (ELCF 

■ Minimum illumination 0.5 fc 

■ On-screen programmable features 

■ 25 zone backlight compensation 

■ Remote camera head 2 3’ D x M/2" L 
(without lens) 

a Endoscopic vision 
a inspection 

a Nondestructive analysis 

a Laparoscopic vision 

GP-KS202 

■ 13" CCD color microcamera 

■ 330 lines horizontal resolution 

■ Auto tracing white balance 

■ Remote camera head 1/2" D x 1-3/8" L 
(without lens) 

a Inspection 

a Nondestructive analysis 
a Machine vision 
a Endoscopic vision 
a Laparoscopic vision 

GP-KS102 

■ 1/2" CCD color microcamera 
a 430 Ines horizontal resolution 

■ Detachable head 

■ Y C (SVHS) and composite outputs 

■ Auto gam control 

■ Selectable TTL auto tracing 

■ 12V DC operation 

■ Camera head 2/3" D x 1-7/18” L (w o lens) 

a Engines 6 machinery 
a Endoscopic vision 
a Nondestructive analysis 
a Surface mount inspection 
a Inspection 
a Laparoscopic vision 

GP-MS112 

■ 1/2" CCD B W microcamera 
a 500 lines horizontal resolution 
a Detachable head 
a 12V DC operation 

a Camera head 2/3" D x 1-7/18" L (w o lens) 

a Robotics 
a Machine vision 
a Inspection 

a Nondestructive analysis 

GP-KR212 

a Digital Signal Processing (DSP) 
a 12 ' Microlens CCD color camera 
a 430 Unas honzontal resolution 
a Minimum illumination 0.31c at 11.4 
a ELC and auto backlight comp 
a 2H enhancer, aperture correction & 
knee circuitry 

a Microscopy 

a Measurement & inspection 
a Robotics 

a Surface mount inspection 

GP-KR412 

a Same as GP-KR212 in addition to 
a Full on-screen programming 
a 25 zone auto backUght comp 
a Genlock capability 

a Microscopy 

a Measurement & inspection 
a Robotics 

GP-KR402 

a 1 2“ CCD color camera 
a 430 lines hohzomal resolution 
a variable speed electronic shutter 
a Y/C (SVHS) & composite outputs 
a 12V DC operation 

a Test & measurement 
a Inspection 
a Motion analysis 

GP-MF552 

a Asynchronous electronic shutter 
a 2 3“ CCO, 768 (H) x 495 (V) pixels 
a 570 lines horizontal resolution 
a Minimum Rumination 0.05 fc at M.4 
a External sync HD, VD 

a High speed analysis 
a Image processing 
a Process measurement 

GP-MF502 

a 2 3“ CCO. 768 (H) x 495 (V) pixels 
a 570 hnes honzontal resolution 
a External sync HD, VD 

a Image processing 
a Process measurement 

GP-MF702 D 

a 2/Y MOS image sensor 
649 (H) x 491 (V) pixels 
a Asynchronous VD reset 
a Sq. pixels 13 5mm x 13.5mm with pixel 
dock in out 

a Selectable scanning system 
(525 full line non-interlace) 
a Double speed scanning 

a Robotics 
a Inspection 
a Machine vision 
a High speed analysis 

GP-MF200 

■ 2 3" CCD. 768 (H) x 493 (V) pixels 
a 570 Imes horizontal resolution 
a Remote head 
a External sync HD. VO 

a Factory automation 
a Robotics 
a Machine vision 
a Inspection 


TOP 

OF THE LINE 
CAMERAS 
ACROSS 
THE BOARD. 


Panasonic®offers high performance 
industrial cameras for your specialty. 
With specific features and perfor- 
mance designed for specific industrial 
vision applications. They’re top of 
the line across the board. 

One look at the chart makes it 
perfectly clear. Whether your needs 
call for high speed motion analysis, 
high resolution, color images or 
micro cameras, Panasonic has 
precisely what you need. 

You’ll also find Panasonic’s 
experienced staff of industrial vision 
specialists on hand to help you 
specify the right camera for your 
specific application. 

Get the most from your vision 
system. With Panasonic Industrial 
Cameras. They’re top of the line 
cameras across the board. 

For more information on the 
Panasonic line of industrial cameras, 
call 201-392-6674. In Puerto Rico, 
call 809-750-4300. 

Panasonic 

Industrial Camera Division 


GP-KS102 




Electronic Components and Circuits 


Capacitive Proximity Sensors With Additional Driven Shields 

Sensitivities can be adjusted electronically. 

Goddard Space Flight Center, Greenbelt, Maryland 


Isolation 

Shield Control 




The Driven Control Shield(s) provided) additional, adjustable sensitivity and range. 


Improved capacitive proximity sensors 
can be constructed by incorporating one 
or more additional driven shield(s). The 
sensitivity and range of a sensor can be 
altered by adjusting the driving signal(s) 
applied to the shield(s). This is an exten- 
sion of a simpler driven-shield capaci- 
tive-sensor concept described in “Ca- 
pacitive Proximity Sensor Has Longer 
Range" (GSC- 13377), NASA Tech Briefs, 
Vol. 16, No. 8, August 1992, page 22. 

Typically, a capacitive proximity sensor 
is mounted on a robot or some other ma- 
chine that is electrically grounded. An im- 
proved capacitive proximity sensor in- 
cludes a sensing electrode and a driven 
isolating shield that correspond to the 
sensing electrode and driven shield of the 
prior driven-shield sensor. The improved 
sensor shown schematically at the top of 
the figure also includes one additional 
driven shield, called the “control" shield. 

An object in the vicinity of the sensor is 
detected via a change in the frequency 
of an oscillator; the frequency varies with 
the capacitance between the sensing 
electrode and the electrical ground of the 
oscillator circuit. As explained in more 
detail in the noted prior article, the driven 
isolating shield increases the sensitivity 
and range of the device by concentrat- 
ing more of the sensing electric field in- 
to the exterior space to be probed. 

The control shield in the improved sen- 
sor is driven by an adjustable-gain ampli- 
fier. When the gain is set at 1, the sensitivi- 
ty and range of the sensor are the same 
as those of a prior simpler driven-shield 
sensor that has an identical sensing elec- 
trode and a driven shield of the same 
overall dimensions as those of the pres- 
ent control electrode. Similarly, when the 
gain is set at a value greater or less than 


1, the sensitivity and range are greater or 
less, respectively. 

This work was done by Robert L. 
McConnell of West Virginia University 


for Goddard Space Flight Center. For 

further information, write in 23 on the 
TSP Request Card. 

GSC-13475 


Improved Circuit for Hot-Film Anemometer 

This circuit is suitable for automation or computer control of setup and operation. 
Langley Research Center, Hampton, Virginia 


The figure is a block diagram of a 
constant-temperature hot-film or hot- 
wire anemometer with improved elec- 
tronic circuitry. As in conventional hot- 
film and hot-wire anemometer circuits, 
a wire or film resistive heated compo- 


nent exposed to the flow to be mea- 
sured (the sensing resistor) lies in one 
of the arms of a Wheatstone bridge, 
while a reference resistor (which has 
nominally the same resistance and tem- 
perature in the absence of flow) lies in 


the other arm. A variable inductor is in- 
cluded in the reference arm in series 
with the reference resistor to enhance 
the frequency response by compen- 
sating for the inductance of the sensing 
resistor and its connecting cable. 
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Customer Service 

"IES has consistently 
impressed us with 
their speed of 
response and strong 
commitment to work 
with us on unique 
problems." 


Solutions are obtained 4x faster 
using symmetry conditions. 


element refinement relative 
error detection, 3D symmetry 
conditions and a complete 
database manager give you 
the most advanced programs 
available anywhere. 


immediate productivity, where 
there is a significant learning 
curve involved in all FEM 
packages." 

Nicholas F. Campagna 

Consultant 


Jim Aydelolte 

Magnetic Instrumentation 


On-line help, full technical 
support and two complete 
program enhancements each 
year keep you on the cutting 
edge of CAE design and 
analysis. 

Load a single diskette or tape 
onto your PC or workstation. 
Within one day you will begin 
working on your own prob- 
lems. In just a week, even the 
most sophisticated 3D design 
solutions are yours. We give 
you our word. And so have 
our customers. 


A CAE package that 
provides immediate 
productivity and 
saves prototyping 
dollars is very hard to 
find. With our line of 
fully integrated BEM 
electromagnetic simulation 
software, we can help. 

Each of our packages is 
designed around three basic 
principles: advanced technol 
ogy, productivity and excep- 
tional customer service. 


Advanced Technology 

"I have analyzed literally hun- 
dreds of linear and non-linear 
electromechanical devices 
with IES software. It has 
become an invaluable tool to 
me, as it's so much easier to 
work with than FEM software. 
Unlike FEM, BEM software 
does not necessitate any re- 
griding of the problem when 
one medium is being rotated 
or translated with respect to 
another, which results in a 
significant time saving." 

Dr. Kent Davey 

Georgia Institute of Technology 

Progressive features like our 
automatic/adaptive boundary 



Torque vs. position curves for 
optimal motor design are readily 
calculated. 


Productivity 

"IES BEM programs have con- 
sistently outperformed the 
seven FEM packages I have 
evaluated in the past few 
years. The operator interface 
of IES programs allows for 


We have set up sample prob- 
lems for you to work through 
along with databases of 
solved problems comparable 
to conventional industry-spe- 
cific needs. Shorten the steps 
to your solution with IGES 
geometry translators and 
parametric definitions. 



Use BEM to solve non-linear 
eddy current problems. 


Call today for your 30-day no-charge 
software evaluation. 



INTEGRATED 

ENGINEERING SOFTWARE 

TEL: (204) 632-5636 FAX: (204) 633-7780 
e-mail: info@integrated.mb.ca 


Visit us at AUTOFACT ’93 - Booth #2217 


For More Information Write In No. 467 
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Get ready.The future 
will be here any minute. 


Funny thing about the 
future. You never know when 
it’s going to show up. 

Or what you’ll be doing 
when it gets here. 

There are some things 
for certain, though. 

First off, you’re not going 
to get any more time for your 
design cycles. You’re 
going to get less. 


re V 

^ 8 ^ 


Secondly, cost pressures 
today are nothing compared 
to what’s on the way. 

Third, the systems you’ll 
be designing will be more 
complex than ever. But the 
most important part of your 
job will be to hide that com- 
plexity from the end user. 
Well, no great surprises 
there. But w hat might 


surprise you is how we’re 
prepared to help. 

Our new line of EPLDs 
recalibrates the standards for 
predictability, performance, 
and ease of use. 

And while we invented 
the FPGA, we’ve never 
stopped improving it 
In fact, we’ve just 
wrapped up our fourth 
generation. So nobody 
knows better than we 
do what it means to live 
or die on the strength 
of your next great idea. 

But we also know that 
now is the time for us to be 
better than ever. 

The demands of engi- 
neering in the ’90s require it 
We’re up to the chal- 
lenge. We continue to lead 
the league in R&D by a 
wide margin. 

And we think we can 
invest that money more 
wisely than anyone else, too, 
because we know what the 
technology, no, the technol- 
ogies, have to deliver. 

Tens of thousands of 
usable gates.Truly automatic, 
universal, high-level design 


tools that work over a whole 
range of devices. With device 
speeds well into triple digits. 
And per- device costs you can 
count on one hand without 
using all your fingers. 

In short, we’re going 
to make the advantages of 



1985 

Today 

1995 

2000 

Density 
(l sable Gates) 

1,000 

13,000 

40.000 

150,000 

Speed 

(System Qork) 

5MHz 

60MHz 

lOOMHi 

250MHz 

Cost 

(Relative) 

100 

10 

5 

1 

Pins 

68 

240 

350 

600 

Design 

Methodology 

Equation 

Schematic 

HDL 

System 


What mil the future bring? Great possibilities. 

high-speed, high-density, 
programmable logic so com- 
pelling, you’re going to have 
to use it Or get run over by 
someone who does. 

To learn more about us 
and what we’re building, call 
our 24-hour literature hot- 
line at 800-231-3386, or talk 
to your Xilinx representative. 

Because the only way 
to prevent the future from 
arriving before you know it, 
is to see it coming. 

£ XILINX* 

The Programmable 
Logie Company.” 


(Clo dome from left) Our XCTM) FPU) for PAL 
conversion, our ne u 13,000 gate XC40I3 FPGA, and a 
TQFP, one of our more than 250 packaging options. 


For Moro Information Write In No. 593 




This Hot-Film or Hot-Wire Anemometer Circuit features individual current drives for the two arms of a Wheatstone bridge, plus other 
features that provide improved calibration and automated or computer-controlled operation. 


In a conventional anemometer cir- 
cuit, a driving voltage is applied to the 
two arms in parallel and is controlled by 
feedback of the differential output volt- 
age of the bridge in such a way as to 
maintain the sensing resistor at con- 
stant resistance (and, therefore, at con- 
stant temperature). The change in volt- 
age needed to restore the temperature 
to the value set by the reference resis- 
tor is taken as a measure of the flow 
over the sensing resistor. 

The ratio between the sensing resis- 
tance during heating and the sensing 
resistance at some nominal tempera- 
ture is called the overheat ratio and is 
controlled and set by switching various 
reference resistances into the refer- 
ence arm of the bridge. Calibration is 
difficult and time consuming because 
the transfer of heat due to the flow is 
nonlinear. The conventional design also 
has other disadvantages, including un- 
desired interactions between the arms 
of the bridge, with consequent degra- 
44 


dation of frequency response; lack of 
flexibility in setting the overheat ratio; 
difficulty in providing compensating in- 
ductances over a sufficiently wide range; 
uncertainty in calibration when dynam- 
ic variations in flow are large; lack of 
adequate means to measure frequency 
response; and no provision for auto- 
mation to provide continuous overheat 
settings, compensation adjustments, 
and offset control. 

The improved anemometer circuit 
provides for separate current feeds in 
the arms of the bridge instead of a 
common voltage feed, thereby elimi- 
nating some of the undesired interac- 
tions between the arms, leading to 
enhanced frequency response. Unlike 
in a conventional anemometer circuit, 
inductive balance is not a function of 
the sensing resistance, overheat ratio, 
or flow, for the model assumed so, that 
one can perform the inductive com- 
pensation initially, and there is no need 
to do it again each time these parame- 


ters change. 

In the improved circuit, overheat 
settings are made by adjusting a volt- 
age over a continuous range, making it 
possible to compensate for small dif- 
ferences in the reference and sensing 
resistances. This feature allows for fluc- 
tuations in overheat (including sinu- 
soidal changes) and enables computer 
or automated control of overheat. 

The inductive balance is voltage- 
controlled, making it possible to use a 
fixed compensating inductor instead 
of a variable one. This feature provides a 
greater balance range and allows com- 
puter or automated control of compen- 
sation for improved frequency response. 

This work was done by David L. 
Gray of Langley Research Center. 
No further documentation is available. 

Inquiries concerning rights for the 
commercial use of this invention should 
be addressed to the Patent Counsel, 
Langley Research Center [see page 
26] Refer to LAR- 14856. 
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Tranter, inc. and Dean Products, Inc. 
have supplied efficient and flexible 
PIATECOIL®, PANELCOIL® and 
CRYOPANEL' prime surface heat 
exchangers for a wide variety of 
space age projects — from large and 
small solar simulator space chambers, 
to components for jet and rocket 
engine test stands, to heat exchange 
surfaces for helium cryopumping, to 
bell jar shrouds. 

With the acquisition of Dean 
Products' assets and the addition of a 
large, dedicated location for production 
of special space-oriented heat 
exchangers at its Wichita Falls, TX 


facility, Tranter is now producing 
PANELCOIL and CRYOPANEL products, 
in addition to PLATECOIL units. 

These outstanding heat exchangers 
can be supplied with grit blasted and 
blackened interior surfaces for low 
emissivity and high absorptivity to 
enhance acceptance of radiation from 
test objects. Outside surfaces can be 
electropolished for high emissivity and 
low absorptivity, reflecting radiation to 
reduce cryo-liquid usage. 

Discover the unparalleled versatility 
of PIATECOIL, PANELCOIL and 
CRYOPANEL units, and the potential 
efficiency and savings they can bring 

For Mora Information Writo In No. 644 


to your operation. Call us at (817) 
723-71 25, or contact your local 
Tranter representative. Better still, ask 
your local Tranter 
representative about our 
Heat Transfer Symposiums. 


r still, ask 

$ 



The heat transfer answer. 


1 ® 

ranter 


TRANTER, inc., Texas Division 
Old Burk Road • P.0. Box 2289 
Wichita Falls TX 76307 • (817) 723-7125 
TELEX: 73-4410 • FAX: (817) 723-5131 

©1992 TRANTER. «IC. * MADE IN U.SA 650102 

















Electroluminescent Displays Made With Alternative Dopants 

Metals and metal fluorides are deposited in ZnS to form color phosphors. 


Langley Research Center, Hampton, Virginia 


Red Phosphor Stripe 



Row Electrical 

Conductor 

(Aluminum) 


This Single-Layer, Thin-Film Electroluminescent Display Device contains a ZnS host layer doped to form green, red, and blue 
phosphors. Luminescence in the chosen colors at the chosen intersections between rows and columns is produced by the application 
of voltages to the appropriate row-and-column pairs of conductors. 


Single-layer, multicolor, thin-film elec- 
troluminescent display devices can be 
made with alternative dopants in the 
phosphors. Such devices and phosphors 
in them were described in “Single- Lay- 
er, Multicolor Electroluminescent Phos- 
phors" (LAR- 13616), NASA Tech Briefs, 
Vol. 12, No. 5 (May 1988), page 18. 


The figure illustrates an example of a 
three-color device. Fabrication begins 
with the deposition of stripes of indium 
tin oxide on a glass substrate to form 
transparent column conductors. A trans- 
parent insulating layer of Si0 2 is then 
deposited, typically by sputtering. ZnS, 
which serves as a host material for the 


dopants, is deposited on the Si0 2 by 
evaporation, sputtering, or other thin-film 
deposition technique. 

Color phosphor stripes, aligned along 
the columns in this example, are formed 
by thermal diffusion and/or ion implan- 
tation of various impurities (dopants) 
through a metal or photoresist mask. 
One dopant is deposited at a time, and 
the mask is repositioned before the de- 
position of the next dopant. The do- 
pants in a three-color device mentioned 
in the noted prior NASA Tech Briefs 
article were TbF 3 (green), Mn plus TbF 3 
(red), and Mg (blue). The alternative do- 
pants are Tb (green); Eu or EuF 3 (red); 
andTm, Al, or Ag (blue). 

The host ZnS layer containing the 
phosphor stripes is annealed. It is then 
covered by a second transparent insu- 
lating layer of Si0 2 . Row conductors of 
aluminum are deposited on this Si0 2 
layer, then covered with a final insulat- 
ing layer of Si0 2 . The row and column 
conductors constitute an addressable 
matrix; The application of a voltage to 
any row-and-column pair of conduc- 
tors generates an electric field at their 
intersection, causing green, red, or blue 
luminescence, the color depending on 
which phosphor is in the column. 

This work was done by James B. 
Robertson of Langley Research Cen- 
ter. For further information, write in 18 
on the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been filed. 
Inquiries concerning nonexclusive or 
exclusive license for its commercial 
development should be addressed to 
the Patent Counsel, Langley Research 
Center [see page 26]. Refer to LAR- 
14811. 



Call me, I'm interested. Write no. 421 Please send literature. Write no. 424 
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InThe World Of Hybrid 
Micioelectranics, Bigger Is Belter 


When you’re wrestling to find space for a hybrid on 
a packed board, you want the smallest, lightest product 
you can find. 

But when you’re looking for small, lightweight 

hybrids in large quantities, 
you need the capabilities of 
a big, powerful company. 

A company that can handle 

Raytheon currently produces over 
400,000 high-reliability hybrid 
assemblies a year, Including MCMs. 
as well as MIBs (Multilayer Inter- 
connect Boards, SEM-A through E). 

high-reliability and high-volume at the same time. 

Raytheon is the largest manufacturer of high- 
reliabifity hybrids in the world. Our fully-integrated, 
MIL-STD-1772 certified facility is dedicated to the design, 
production and testing of hybrid microelectronics, and 
includes more than 130,000 square feet devoted to fully 
automated manufacturing, with more than 75% better 
than Class 100,000. 


We use high-precision robotic assembly, automated 
100% wire bond pull testing, automatic parametric test- 
ing, and automatic vision systems for 100% inspection. 
As a result, we can handle high-volume production of 
hybrids that meets virtually any system requirements. 
V\fe could even double our hybrid production, without 
sacrificing quality or reliability. 

When it comes to hybrids themselves, small is beau- 
tiful. But when you’re selecting a company you can rely 
on to supply you with those miniature hybrids and still 
maintain high-reliability at high-volume, bigger is defi- 
nitely better. 

To learn how to integrate our power supplies into your 
systems, call or write for technical assistance: Raytheon 
Company, Quincy Operations, 465 Centre Street, Quincy 
MA (617) 984-4104. FAX: (617) 984-8515. 


Raytheon 



For More Information Write In No. 541 


WE THRIVE ON CHALLENGES 




Reducing Magnetic Fields Around Power Cables 

Four power conductors are arranged symmetrically about a fifth grounded conductor. 
Lewis Research Center, Cleveland, Ohio 


In a technique for reducing the magne- 
tic field around a power cable, a ground- 
ed wire that nominally carries little or no 
current is added in a symmetrical ar- 
rangement with the current-carrying wires. 
The technique is intended for use when 
the size of the wires in the cable makes 
twisting impractical. (Twisting is a con- 
ventional technique for reducing the mag- 
netic field in the vicinity of a cable.) 


The technique utilizes four current-car- 
rying wires in a quadrupole configuration 
that is composed of two sets of parallel 
wire pairs with equally but oppositely di- 
rected currents. The four current-carrying 
wires are positioned at equal intervals 
around a central grounded fifth wire, with 
the two "hot” wires diametrically opposite 
to each other and the “return’' current-car- 
rying wires similarly disposed, as shown 


in the figure. The central fifth wire is con- 
nected to ground via the backshell of the 
cable connectors and/or structures at the 
ends of the cable. 

The central fifth wire is not neces- 
sarily large enough to handle fault cur- 
rents; its diameter is chosen to fill the gap 
in the cable while maintaining close spac- 
ing of the four current-carrying conduc- 
tors. One side benefit of this five -con- 
ductor configuration is that the current 
on each current-carrying wire is nominal- 
ly half that of a conventional two-con- 
ductor cable that carries the same cur- 
rent, and the size of the wires can be 
reduced accordingly. 

Both common-mode and differential- 
mode currents on a power cable are 
sources of magnetic-field emissions. In 
experiments, magnetic-field emissions 
were measured 1 meter from cables that 
had various configurations and that car- 
ried 1 A of current in differential mode. 
The data from measurements on a pair 
of wires and on a four-wire cable with 
central grounded fifth wire compare fa- 
vorably with calculated magnetic-flux den- 
sities. The magnetic-flux density around 
the four-wire cable was found to be smal- 
ler than that of the pair of parallel wires 
at any measurement distance and to be 
20 dB below that of a pair of twisted 
wires (four twists per meter). 

Similar measurements were performed 
with respect to magnetic-field emissions 
from common-mode currents between 
the current-carrying wires and the ground- 



Four Current-Carrying Wires are arranged 
symmetrically around a central grounded 
wire that nominally carries no current. In 
comparison with other cable configurations, 
this one results in smaller magnetic fields 
around the cable. 


MIT 

The Management Of Technology Program 



Management of 
technology-one of the 
keys to success in any 
business.To educate 
your managers, MIT 
developed this twelve- 
month program in 1981 , 
offered jointly by the 
Sloan School of Manage- 
ment and the MIT School 
of Engineering. 


For information: 


Organization-from your 
organization nominate 
candidates with 
engineering or science 
backgrounds and eight 
to ten years work 
experience, whether in 
the private or public 
sector. Participants will 
earn the degree Master 
of Science in the Man- 
agement of Technology. 


Technology managers 
become organizational 
leaders. Prepare them for 
the strategic manage- 
ment of your engineering, 
manufacturing or sen/ice 
resources in today’s 
highly competitive 
economy. Send them to 
the Management of 
Technology Program 
offered by MIT. 


Send us your best. 


MIT Management of Technology Program 
38 Memorial Drive, Suite E56-290A 
Cambridge, MA 02139-4307 
Telephone: 617-253-3733 
Fax: 617-253-3154 
Email: MITMOT@SLOAN.MIT.EDU 


For information regarding other MIT Executive Education programs, please contact the 
Office of Executive Education, MIT Sloan School of Management, 50 Memorial Drive, Suite 
E52-126 Cambridge, MA 02142-1347. Telephone 617-253-7166. Fax 617-258-6002 
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In 1990, the ad above proved our DMP’-60 DL 
Series plotters were three times faster than the 
competition. In 1 991 , we introduced our DMP-1 60 
Series which released your computer up to 30 
times faster. Now comes the HiPlot 7000 Series, the 
new standard in pen plotters engineered to out- 
perform our toughest competition — our old plotters. 

i The highest quality at the highest 
I acceleration. HiPlot Series combines 5.7g 
A acceleration with an enhanced media-movement 
B system to deliver the industry's highest-quality 
B CAD plots — and up to 3 '/■> times faster than 
B the competition. This advanced technology 
includes a new drive system and platen design 
that moves the media firmly and rapidly while 
B eliminating skipping, stray marks and media 


stress. And our "plotting on air" technique reduces pen 
tip wear for consistent, high-quality lines. 

Everything in the box. As the chart shows, HiPlot 
comes packed with power. Plus you get real and I 
protected mode ADI* drivers; a HI * Queue plot j 
management/remote configuration program I 
for network or multi-user environments; and our A 
innovative Priority Response" Replacement u 
Warranty. All at a very competitive price. A fl 
SCAN-CAD ’ accessoiy is also available to turn fl 

scanner. B 


the plotter into an affordable large format 

The most productivity for the money. Pen 

plotters still offer the most affordable, high-quality, 
color output for large format CAD. And HiPlot 
is the most plotter for your money. For your local 
dealer or information call 1-800-444-3425. i 


Accuracy Speed Acceleration HP-GL/2 

HiPlot 0.10% 45ips 5.7g Yes 

CalComp Pacesetter 0.10% 42ips 2.8g No 

HP DraftPro DXL 0.20% 32ips 2 8g No 

* Using AutoCAD*'* AD AS007. DWG Drawing File. 


Buffer Plot rime' Release Time' 

1 MB 25:17 2:44 

64k 29:03 26:16 

31k 44:08 41:55 






Visualization of a spherical harmonic function, 
created with the new Symbolic Math Toolbox. 


Add it all up — 
nothing else equals 
MATLAB' 

for technical computing. 


Altitude data of the Puget Sound region of the United States and Canada. Data was enhanced with the 
Image Processing Toolbox and rendered with MATLAB Handle Graphics. Data courtesy of NOAA. 


W 

T T hen you need to solve tough 
technical problems, math is only 
part of the equation. 

MATLAB gives you math and 
more. It’s a complete, extensible 
technical computing environment 
that seamlessly integrates compu- 
tation, visualization, and applica- 
tion-specific toolboxes. 

High-performance 
mathematical computation. 

MATLAB puts over 500 math, sci- 
entific, and engineering functions 
at your fingertips, all designed to 
deliver high-performance numeric 
computation to your desktop. 

With MATLAB, you can quickly 
and easily crunch huge data sets 
and evaluate complex models, with 
complete confidence in the results. 

With the new Symbolic Math 
Toolbox, MATLAB now offers 
integrated symbolic computing 
powered by Maple V®. So, for the 
first time, you can have the world’s 
most respected numeric and 
symbolic computation — all in the 
same environment. 

Stunning 3-D graphics to 
sharpen your insight. 

MATLAB has no peer for advanced 
3-D visualization. You can create 
stunning color graphics, with mod- 
em tools such as animation and 
light sources, as well as standard 
technical plotting formats. 

With MATLAB’s object-oriented 
Handle Graphics™, you have an 
easy and powerful way to customize 
virtually any aspect of your graphs. 

MATLAB graphics are highly inter- 
active and tightly coupled to the 
math functions, so you can freely 
analyze, transform, and visualize — 
and immediately get to the essence 
of your data and computations. 










A simple, powerful 
programming language. 

MATLAB is the natural language to 
express technical concepts, design 
algorithms, and prototype 
solutions. An elegant language, 
rich with built-in functionality, 
MATLAB enables you to develop 
technical applications in a fraction 
of the time it takes with Fortran, 
Basic, or C. 

Powerful GUI tools let you build 
intuitive, interactive displays, com- 
plete with sound and animation. 

Open, extensible, and 
interoperable. 

With MATLAB’s open approach, 
you can tailor any feature to your 
needs. You can inspect source 
code and algorithms, change exist- 
ing functions, or add your own. 

MATLAB Fits into your current 
computing environment. You can 
dynamically link MATLAB with 
your C or Fortran programs, 
exchange data with other applica- 
tions, or embed MATLAB as a pow- 
erful numerical or graphical sub- 
routine engine. 

Your can share your data and appli- 
cations across platforms without 
modification. And as your hard- 
ware evolves, your entire MATLAB 
computing environment will follow 
effortlessly. 


Leading-edge toolboxes 
give you a bead start. 

MATLAB application toolboxes are 
created by world-class scientists 
and researchers who are defining 
the state of the art and implement- 
ing it in MATLAB. 



Interactive regression analysis and visualization, 
using the Statistics Toolbox. 

Toolboxes provide comprehensive 
collections of MATLAB functions 
for specialized application areas. 
Like MATLAB, they are completely 
open and extensible. Because they 
share a common basis in MATLAB, 
you can use them together seam- 
lessly to test new ideas and 


techniques in ways you could pre- 
viously only imagine. 

The comprehensive MATLAB 
toolbox family includes: 

• Signal Processing 

• System Identification 

• Nonlinear Optimization 

• Neural Networks 

• Spline Analysis 

• Control System Design 

• Robust Control Design 

• p-Analysis and Synthesis 

SlMUUNK ‘ - Advanced 
modeling and simulation. 

When you add SlMULINK® to 
MATLAB, you have a powerful 
interactive workbench for 
dynamic system simulation. 

SlMULINK allows you to rapidly 
model the behavior of complex, 
nonlinear systems and monitor the 
results interactively. Simply drag 
and drop icons into block diagrams. 

SlMULINK provides nearly 200 
built-in block types; plus, you can 
easily add your own custom 
blocks using the MATLAB 
language and toolboxes. 

Your choice of platforms. 

MATLAB provides cross-platform 
interoperability across PC, 
Macintosh, workstation, minicom- 
puter, and supercomputer 
platforms. 


New MATLAB 
Toolboxes 

Symbolic Math Toolbox 

• High-performance symbolic 
algebra and calculus 

• Equation solving and 
simplification 

• Variable precision arithmetic 

• Powered by Maple V kernel 

Image Processing Toolbox 

• Linear and nonlinear 2-D 
filter design and filtering 

• Image restoration and 
enhancement 

• Color, geometric, and 
morphological operations 

• 2-D transforms 

• Image analysis and statistics 

Statistics Toolbox 

• Interactive GUI analysis tools 

• Descriptive statistics 

• Regression and AN OVA 

• Probability modeling and 
random number generation 

• Boxplots, normal probability, 
and other graphics 

Partner Series Toolboxes 

Hi-Spec" Toolbox 

• Higher-order spectral analysis 
and stochastic signal processing 

Model Predictive Control 

Toolbox 

• Optimal control design for 
process engineering 


The Ultimate Technical 
Computing Environment ™. 

To learn how MATLAB accelerates 
the pace of discovery and develop- 
ment, call today and ask for your 
technical brochure: 

508/653-1415 

The 

MATH 

"WORKS 

4 ^ Inc. ^^ *0 

24 Prime Park Woy/Natick, MA 01 760 
Tel: 508/653-1415 Fax: 508/653-6284 



Email info@mathworks.com 

Austral). 

+61-2-922-6311 

Italy. 

♦39-1 1-24-65-332 

Brazil: 

+55-11-816-3144 

Japan: 

+81-3-39824641 

France: 

+33-145-34-23-91 

Scandinavia: 

♦46415-3022 

Germany: 

+49-89-995-9010 

South Korea: 

+822-517-1257 

Indio: 

+91-80-260-260 

Switzerland: 

+41-31-99844-11 

Israel: 

+972-3-561-5151 

loiwon: 

+886-2501-8787 


fa Belgium, British Isles, Uxxembourg, and The Netherlands coll 
+44-223421-920 a +44-903-821-266 



System simulation using SlMULINK. Output scopes and animated graphics show results dynamically. 


MATLAB and SlMULINK are registered trademarks and 
Handle Graphics is a trademark of The Math Works, Inc. 

For More Information Write In No. 567 
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ed wine. In practice, common-mode cir- 
cuits are usually completed through such 
unintentional ground paths as the safe- 
ty ground wires that are often color-cod- 
ed green, cable trays, cable shields, and 
other conductive structures. The four-wire 


cable with central grounded fifth wire 
was found to generate common-mode 
emissions nearly 30 dB below those of 
a cable of two current-carrying wires 
with adjacent green wire. 

This work was done by Noel B. Sargent 


of Lewis Research Center and Florida 
Gitelman, Edward Pongracz-Bartha, and 
John Spalding of Rocketdyne Interna- 
tional, Corp. No further documentation 
is available. 

LEW-15454 


Direct-Current Monitor With Flux-Reset Transformer Coupling 

Flux is reset periodically to prevent saturation from distorting measurements. 

Lewis Research Center, Cleveland, Ohio 



Bus-Noise- 

Suppressing 

Inductor 

(Filtering Choke) 


Note: S, G, and D denote source, gate, and drain, respectively. 


This Circuit Measures the Load Current without making contact with the load-current 
conductor, by use of flux-reset transformer coupling. 


The figure illustrates a circuit that meas- 
ures a constant or slowly-varying unidi- 
rectional electrical current (load current) 
by use of flux-reset transformer cou- 
pling. The measurement is nonintrusive 
in the sense that there is no need for 
direct contact with the wire that carries 
the load current to be measured, and 
there is no need to install a series resis- 
tive element in the load-current path. 
Instead, a toroidal magnetic core (e.g., 
a clamp-on core) wrapped with a coil of 
wire is placed around the load-current- 
carrying wire. The toroidal core acts as 
a transformer core, the load-current- 
carrying wire acts as the primary wind- 
ing of the transformer, and the coil 
wrapped on the core acts as the sec- 
ondary winding. 

In flux-reset transformer coupling, the 
flux in the core is periodically reset to 
prevent magnetic saturation of the core 
from distorting the measurements. The 
frequency of reset is the frequency of the 
oscillator (typically, between 100 and 
2,000 Hz), which puts out rectangular 
pulses, each lasting 90 percent of the 
cycle. The pulses govern the reset-and- 
measurement sequence. 

At the beginning of a cycle, the out- 
put of the oscillator goes high, causing 
switching transistor 1 to turn on, pulling 
the voltage on node 1 down to ground 
level. A short time thereafter, as deter- 
mined by the resistor/capacitor delay- 
ing circuit, switching transistor 2 turns 
on, pulling the voltage on node 2 down 
to ground level. Because the flux in the 
transformer core has been reset (as will 
be explained subsequently), the flux in- 
duced by the load current reappears in 
the core, inducing a voltage and cur- 
rent in the secondary winding. This sec- 
ondary current flows through the cur- 
rent-measuring resistor, the voltage across 
which is measured by the sample-and- 
hold circuit. As long as the core is not 
saturated, this voltage is representative 
of the primary current, and is proc- 
essed into an indication of the current, 
which is displayed. The sample-and-hold 
circuit, synchronized by the oscillator, 
measures the voltage during this part 
of the cycle. 


The reset portion of the cycle is timed 
to begin before saturation is reached. 
First, the output of the oscillator goes 
low, causing both switching transistors 
to turn off, allowing the voltages at nodes 
1 and 2 to rise above ground level. This 
causes the resetting current to flow from 
the power supply Vc through the dio- 
de/zener-diode current-coupling circuit 
and the secondary winding to ground, 
driving the core into reverse saturation. 
At the beginning of the next cycle, the 
output of the oscillator goes high again, 
disconnecting the secondary winding from 


the source of resetting current. During 
the short delay before switching tran- 
sistor 2 turns on, the magnetic energy 
stored in the transformer is discharged 
in the energy-dissipating resistor. The flux 
in the core has now been reset, and when 
switching transistor 2 turns on, the meas- 
urement can be repeated. 

This work was done by Stanley Canter 
of Ford Aerospace Corp. (now Space 
Systems/ Loral) for Lewis Research Cen- 
ter. For further information, write in 
72 on the TSP Request Card. 

LEW- 15224 
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Micromachined Tunneling Accelerometer 

Separation of the tunneling electrodes is adjusted by varying 
an electrostatic force. 

NASA’s Jet Propulsion Laboratory, Pasadena, California 



The Major Components of the Tunneling 

microfabrication techniques. 

A sensitive miniature force or dis- 
placement transducer operates on the 
same principle as that of a scanning 
tunneling microscope.The quantum-me- 
chanical-tunneling current of electrons 
across a gap between two electrodes 
(a sharp tunneling tip and a relatively 
flat counterelectrode) is measured and 
used as a feedback signal to adjust the 
position of one of the electrodes to 
maintain a constant distance across the 
gap. The control signal applied to the 
adjustable electrode thus serves as a 
measure of either the displacement of 
the other electrode or a disturbing 
force applied to the adjustable elec- 
trode. In this case, the measured quan- 
tity is a disturbing force proportional to 
acceleration of the device along the 
axis of displacement of the adjustable 
electrode. In other cases, the disturbing 
forces could represent intensities of 
infrared radiation, pressures, or mag- 
netic fields, for example. 

The miniature transducer contains 
two chips that are fabricated from two 
single-crystal silicon wafers by tech- 
niques of photolithography, microma- 
chining, and metallization (see figure). 
Unlike older tunneling transducers, 
which contain piezoelectric actuators, 
this one contains an electrostatic act- 
uator. In this case, the adjustable tun- 
neling electrode is the sharp tunneling 
tip and is formed on a micromachined 
folded cantilever spring along with a 
larger deflection electrode on one of the 
chips. The tunneling counterelectrode 
and the other deflection electrode are 
formed on the other chip. When the 


Transducer are formed on two silicon chips by 

chips are aligned and mounted togeth- 
er, the voltage between the two deflec- 
tion electrodes is regulated to adjust 
the electrostatic force between them, 
thereby also adjusting the gap. The use 
of electrostatic instead of piezoelectric 
deflection reduces the sensitivity of the 
transducer to thermal drift and simpli- 
fies its design. 

Prototypes of this transducer have 
been fabricated and found to operate 
within an order of magnitude of the lim- 
itation imposed on sensitivity by shot 
noise. Specifically, a displacement- 
measuring version with dimensions of 
2 by 2 by 0.05 cm exhibited a displace- 
ment sensitivity of 10 -4 A A/ Hz at a fre- 
quency of 1 kHz and 10~ 3 Aa/Hz at 10 
Hz. This sensitivity is several orders of 
magnitude superior to that of any con- 
ventional displacement transducer of 
similar dimensions. An acceleration- 
measuring version (which includes a 
lumped mass on the cantilever to in- 
crease the deflecting force) exhibited 
a sensitivity of 10 -7 gA/Hz at 10 Hz 
(where g = standard Earth gravitation- 
al acceleration, about 9.8 m/s 2 ). 

This sensitivity is suitable for appli- 
cations in which much larger accelera- 
tion-sensing instruments would other- 
wise be required. 

This work was done by Thomas W. 
Kenny, Stephen B. Waltman, William 
J. Kaiser, and Joseph K. Reynolds of 
Caltech for NASA’s Jet Propulsion 
Laboratory. For further information, 
write in 61 on the TSP Request Card. 
NP0-18513 


Spend More 
Time Doing 
Science and 
Less Time 
Programming 




IDL* 

is the only software that 
allows you to program four to ten 
times faster* than fortran or c. 

It seamlessly integrates all of your 
scientific computing needs in a 
single package - breathtaking 2D, 

& 3D graphics, powerful number 
crunching, flexible data i/o and 
more. It even includes a complete 
GUI toolkit for creating point and 
click applications. And, because idl 
runs on pcs, Macs, Unix and VMS 
workstations you won't have to 
rewrite your code every time you 
change machines. 

Join the elite group of 
more than 20,000 
scientists around the 
world who are saving 
time and money by using idl. 

Call us for a free demo. 

303 - 786-9900 fax 303 - 786-9909 



Research Systems, Inc. 
2995 Wilderness Place 
Boulder CO 80301 


iiilDL 


•based on a survey of idl users 


Circuit Provides Negative Reference Voltage 

The circuit maintains a precise output voltage at relatively large load current. 
Lewis Research Center, Cleveland, Ohio 
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The Circuit Generates a Negative Reference Voltage from a positive reference voltage. 
It consumes little power and can handle relatively large load currents. 


The figure illustrates a circuit that sup- 
plies a precise negative reference voltage. 
To meet requirements of accuracy and 
stability, it incorporates a highly precise 
positive-reference-voltage circuit, and the 
positive reference voltage is converted to 
a negative-reference voltage by use of a 
high-gain, stable feedback booster circuit. 

The booster circuit includes an oper- 
ational amplifier and a transistor, which 
handles the load current. Typically, a posi- 
tive-reference-voltage circuit can handle 
only relatively small load currents. This 
consideration does not apply in the pres- 
ent circuit because the positive-reference- 
voltage unit is placed in the voltage feed- 
back loop of the booster circuit in parallel 
with resistor R B . Thus, from the perspec- 
tive of the positive-reference-voltage unit, 
R B is a constant load. This feature en- 
hances the stability of the circuit by remov- 
ing the load regulation factor. 

Provided that the offset voltage of the 
operational amplifier is low, the accuracy 
of the overall circuit depends only on the 
accuracy of the positive-reference-voltage 
unit. The overall circuit draws very little 
power for its own operation. It can handle 
unexpectedly heavy loads; the feedback 


configuration and the high gain provided 
by the combination of the operational am- 
plifier and the transistor give the circuit a 
very low output impedance. The capaci- 
tors reduce the noise voltage and help 
stabilize the circuit. In the event that the 
load becomes a short circuit, R D protects 


the transistor by limiting the load current. 

This work was done by Mort Arditti and 
Barbara Chernus of Rockwell International 
Corp. for Lewis Research Center No fur- 
ther documentation is available. 
LEW-15238 


Visual Simulation for the 90s 
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Introducing VisSirrr 1.2 


VisSim1.2is avisually boardsfrom: DTI, MetraByte, 

programmed, nonlinear Strawberry Tree, and Advantech. 

dynamic modeling application VisSim/Neural-Net is an add-on 
for continuous and discrete based on NeuroWindows'“. 
multirate systems. VisSim/C-Code is an add-on that 

generates C code from a diagram. 


VisSim/ANALYZE is an 


analysis add-on that generates VisSim runs on MS/Windows and 
Bode and root locus plots. UNIX®/X systems. 

VisSim/RT is a real-time, data 


acquisition add-on for PC 

Visual 

, Solutions 


Call for a free working demo! 


487 Groton Road 
Westford. MA 01886 
Tel 508-392-0100 
Fax 508-692-3102 


JB 

Microsoft® 

Windows*. 


New from the publishers of NASA Tech Briefs: 




Reporting The Latest 
Photonits Technology 
From U.5. Federal Labs 

The premiere edition features 50 tech 
briefs covering inventions in lasers, elec- 
tro-optics, fiber optics, optics, and imag- 
ing, and a full-color overview of NASA 
photonics R&D. Includes a qualification 
card for subscription to future issues. 

A limited number of copies are available 
for a postage and handling charge of 
$3.00 each. Order yours while supplies 
last. 


Rush me copies of the premiere edition of Laser Tech Briefs. 

Enclosed is a check for $ to cover postage and handling. 


Name 

Company 

Address 

City State Zip 

Mail to: Associated Business Publications, 41 E. 42nd Street, Ste. 921 
New York, NY 10017. 
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New Products and Services for 
NASA Tech Briefs' readers 
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For more information, write in the corresponding number on 
the Reader Action Request Form (page 103) 


DMS-20PC SUBMINIATURE 
DIGITAL VOLTMETER 



DATEL’s component-style Digital Voltmeter is a com- 
plete 3.5 digit precision measurement module available in 
5 LED colors as well as LCD. Available in 4 full scale 
input signal ranges, its very low cost ($29 ea.), modular 
size, and large LED (0.37") display make the DMS-20 
ideal for OEMs and end-users everywhere. 

Date! Inc. 

For More Information Write In No. 300 


DMS-40PC MINIATURE 
DIGITAL VOLTMETER 






The compact (0.9" x 2.1" x 0.5"), 4.5 digit DMS-40 is 
available in 5 standard LED colors covering 3 full scale 
signal input ranges. Optional BCD output and display 
hold pins coupled with standard dual range signal inputs 
and 5 VDC operation, make this very low cost voltmeter 
($79 ea.) perfect for large OEMs and end-users alike. 

Datel Inc. 

For More Information Write In No. 301 



The DMS-30PC is the only self-contained, encapsulated 
digital voltmeter available in 9 LED colors or LCD. 
Covering 3 full scale input signal ranges, this ruggedized, 
low cost ($29, qty. 100) digital voltmeter is perfect for 
virtually all voltage measurement applications. 

Datel Inc. 

For More Information Write In No. 302 
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COMPUTERS 
FOR HARSH 
ENVIRON- 
MENTS 

High-reliability computer 
systems from portables to 
rack-mount workstations. 
Architectures include IBM 
PC/AT. SUN SPARCsta- 
tions, VME and custom 
hardware; also keyboards, 
monitors and turn-key systems. Brochure details indus- 
trial, aviation and military models. 

Cyberchron Corporation 

Route 9. Box 160, Cold Spring, NY 10516 
914-265-3700 

For More Information Write In No. 303 



ARE YOU STILL TRYING 
TO MEASURE VERY THIN 
GAPS THE HARD WAY? 



Capacitec HPS Series of thin (back to back) sensors can 
measure gaps as small as 0.010" (.254 mm) inboard 84" 
(2133.6 mm) with accuracies of 0.0003" (7.6 mm), with- 
out scratching delicate surfaces. 

Capacitec 

P.O. Box 819.87 Fitchburg Rd., Ayer MA 01432 U.SA 

For More Information Write In No. 304 


MICROSCOPES 
FOR MATERIAL 
SCIENCES 

Microscope product line 
brochure details upright, 
inverted, stereo and laser 
scan microscopes; micro- 
scope cameras; microscope 
photometers; microtomes. 
All transmitted and reflected 
light techniques for material 
sciences and microelectron- 
ics inspection can be accommodated. Advantages of Zeiss 
ICS infinity optics arc discussed. 

Carl Zeiss, Inc. 

Tel: 800-982-6493; Fax: 914-681-7432 
For More Information Write In No. 305 




DESC 

APPROVED 
STANDARD 
MILITARY 
DRAWING 
HYBRID DC/DC 
CONVERTERS 

Featured will be Advanced 
Analog’s family of DESC 
approved Standard Military 
Drawing Hybrid DC/DC 
Converters. These converters are used in Military and 
Aerospace Applications. Output power range is 5-75 
watts with Space Level and Radiation Hardened devices 
available. For more information please call 408-988- 
4930. 

For More Information Write In No. 306 


HMHEISS automated 

PRESSURE 
CONTROL 
SYSTEM 

Fully Programmable Pres- 
sure Generation System, 
available in pressure ranges 
from vacuum up to 60,000 
psi, interfaces to virtually 
any computer system. 
Software provided for 
IBM-PC Compatible 
Systems. Both electronic and mechanical over-pressure 
fail-safe systems with automatic pressurizing fluid refill 
system. For details call 607-257-5544. Toll free in USA 
and Canada: 1 -800-APP- VALVE. Fax: 607-257-5639. 

Advanced Pressure Products 

For More Information Write In No. 307 
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COMPUTER 
CONTROLLED 
VALVES 

Brochure describes compa- 
ny’s line of remote and 
computer controlled on- 
off, metering and servo 
valves, pressure generators, 
automated pressure and 
flow control systems, pres- 
sure gauge calibration sys- 
tems and capability for cus- 
tom configurations. Pressure range from high vacuum to 
60,000 psi. Tel: 607-257-5544. Toll Free in USA and 
Canada 1-800-825-5764. Fax: 607-257-5639. Address: 
83 Brown Road. Bldg. 4, Ithica, NY 14850. 

Advanced Pressure Products 

For More Information Write In No. 308 
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Design Engineering Product Showcase 



TOOLS, TOOL 
KITS & TEST 
EQUIPMENT 

Anniversary Issue features 
the best of Jensen — 286 
pages of hand tools, spe- 
dairy tool kits, cases and 
shipping containers. Plus 
test equipment from major 
manufacturers, technical 
guides, diagnostic software, 
network installation prod- 


ucts &c more. 


Call 800-426-1 194 for a free copy. 

Jensen Tools Inc. 

7815 S. 46th St, Phoenix, AZ 85044 FAX (602) 438-1690 
For More Information Write In No. 310 



Real-Time, High-Speed 
Monitoring/Recording System Is 
Powerful Yet Easy-To-Use 


The modular architecture of the ES2000 system lets 
you choose monitoring and recording capabilities 
customizedforyourspecificapplicationneeds Record 
up to 40 analog or 80 digital 
inputs or monitor them on ■/ GOULD 
color or monochrome displays r ,m v r < 

(216) 328-7000 

For More Information Write In No. 311 



Portable Recorder Provides High 
Performance For Remote Applications 

The EasyGraf® recorder from 
Gould is easy to use, easy to 
carry , easy to configure to your 
application, easily expanded 
and affordable For remote 
applications the 2 or 4 channel 
recorder has DC and battery 
operation 


■> GOULD 


(216) 328-7000 


For More Information Write In No. 312 




NEW PULNIX FULL FRAME 
DIGITAL CAMERA! 


PULNiX has just 
introduced the TM- 
9700 full-frame, 


Portable Recorder Has Integral, 
Real-Time Monitor and Signal Capture 
to 20 Mb PCMCIA Memory Cards 

The WindowGraf® recorder gives you the power of 
recording systems with the simplicity of traditional 
recorders You can monitor signals on the built-in. 
real-time monitor without running paper, capture 
signal data to disk or memory ■« 
card, and automatically trigger GOULD 

and capture signals - 

(216) 328-7000 

For More Information Write In No. 313 


A Recording System 
In A Portable Package 

The new TA1 1 recorder integrates the functions of a 



bench-top recording system into a portable package 
maintaining the ease-of-use of traditional re- 


while maintaining i 
corders Get signal conditioning, monitoring, signal 
capture, chart output, signal 
and setup storage and com- r*ni II n 

munications in a 4, 8 or 16 UUULU 

channel unit. 

(216) 328-7000 

For More Information Write In No. 314 


progressive scanning 
CCD camera which 
outputs both RS- 
170 video and an 8- 
bit digital signal via an RS-422 port in non-interlace 
and interlace format. The TM-9700 uses a 2/3" format 
768 (H) x 484 (V) interline progressive scan type CCD. 
The TM-9700 has an electronic shutter range from 1/60 
to 1/16,000 sec., and can asynchronously reset by means 
of an external control pulse. 


PULNiX 


For More Information Write In No. 315 


FREE CATALOG 
“OPTICS FOR 
INDUSTRY” 

Free 1 30 page catalog from 
Rolyn, largest supplier of 
“Off-the-ShclF optics. 24- 
hour delivery of simple or 
compound lenses, filters, 
prisms, mirrors, beamsplit- 
ter, reticles, objectives, eye- 
pieces plus thousands of other stock items. At off-the- 
shelf prices. Rolyn also supplies custom products and 
coatings in prototype or production quantities. 

Rolyn Optics 



BLIND 


UTILITIES FOR COMPUTER VISION 


FASTENING 
SOLUTIONS 

The blind rivet nut, an 
internally threaded tubular 
rivet, provides a practical 
method of fastening a wide 
variety of threaded prod- 
ucts from only one side of 
the work. Use in any 
machinery or equipment 
where a strong, internally 
threaded, easy-to-install blind fastener is required. Metric 
and American unified threads available. 






706 Arrow Grand Circle, Covina, CA 91722-2199. 

Tel: 818-915-5707. Fax: 818-915-1379. 

For More Information Write In No. 316 


Sherex Industries 

1400 Commerce Parkway, Lancaster, NY 14086 
Tel: (716) 681-6250 Fax: 681-0270 

For More Information Write In No. 317 


Two Program Libraries for CADDS-4X and CADDS 5. 
One has 1 000’s of fasteners and other pans for 3D mod- 
els, plus AUTOMATIC BILL OF MATERIALS GEN- 
ERATION. The other has 18 programs for managing 
the layer structure of models, integrated with layer lists. 
Full DEMO programs are available. 

Design Solutions Software Co. 

20 Concord Creek Rd., Glen Mills, PA 19342 
(215) 358-4054 

For More Information Write In No. 318 
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NOW 

AVAILABLE 

Six CW deep UV laser 
lines between 229 nm 
and 264 nm and a new 
brochure that describes 
the laser system — 
Coherent’s Innova® 

300 FReD FREquency 
Doubled ion laser — 
which includes power 
specifications, beam para- 
meters, and laser design 
characteristics. 


ASTM MATERIAL 
SPECIFICATION GUIDE 

A handy, four-page guide 


IMPROVE RELIABILITY OF YOUR 
ELECTRONIC DESIGN/ EQUIPMENT 



Coherent, Inc. 

Laser Group 

For More Information Write In No. 319 


to the qualities, capabil- 
ities of sheet rubber mate- 
rials, as specified by the 
ASTM is now available 
from the Specialty Pro- 
ducts Division of the 
Biltrite Corp. Featuring a 
two-page, foil-color speci- 
fication table of sheet rub- 
ber materials, this brochure 
makes it easy to order 
sheet rubber products for a given application. The 
Biltrite Corp., Specialty Products Division, Two Uni- 
versity Office Park, 51 Sawyer Road, PO Box 9045, 
Waltham, MA 02254-9045. Tel: 1-800-877-8775. 

For More Information Write In No. 320 



Prevent this with our Contract R&D, Consulting, 
Software Development, and Stress Screen Testing 
Services. FOR ALL YOUR ELECTRONICS PACKAG- 
ING AND CONCURRENT ENGINEERING 
NEEDS. Fax: 301-698-0624. 

Cetar, 

a North American Philips Company 
For More Information Write In No. 321 
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Design Engineering Product Showcase 


SUNNEX Halogen Task Lamps 



Over 436 standard 
configurations plus 
customized versions. 

1-800-445-7869 





INFLATABLE 
RUBBER 
SEALS 

Brochure shows configura- 
tions of custom-built inflat- 
able rubber seals. When 
inflated, a positive seal is 
formed between two sur- 
faces. It’s the solution for 
sealing out weather, water, 
noise, heat, cold, light, 
dark, pressure, vacuum, 
radiation, dust and contaminants. Design assistance 
available. Tel: 216-673-8410. Fax: 216-673-8242. 


Seal Master Corporation 


OPTICS FOR 
METROLOGY 

This 106-page catalog 
gives information, includ- 
ing prices, on X-Y tables, 
microfinishing equipment, 
toolmakers’ microscopes, 
stereo microscopes, align- 
ment microscopes, monoc- 
ular zoom microscopes, 
microtelescopes, pocket 
microscopes, borescopes 
and minibore-scopes, and fiber optic and miniature illu- 
mination systems. Also described are centering micro- 
scopes, optical cutting tool geometry analyzers, and 
more. 



Titan Tool 


For More Information Write In No. 322 


For More Information Write In No. 323 


For More Information Write In No. 324 



YME FOR 
EVERYONE 



Autobahn and 3U/32 
412-921-3356. 


VME FOR 
EVERYONE 

PEP’s free 44-pagc four 
color catalog delivers razor- 
sharp graphics illustrating 
our comprehensive line of 
3U VMEbus and busless 
CPU, I/O, mezzanine and 
piggyWk boards, and sys- 
tems. Also included arc 
PEP’s Profibus offerings 
and a section describing 
:. Tel: 412-921-3322; Fax: 


PEP Modular Computers®, Inc. 

For More Information Write In No. 325 





has been redefined by 
Fax: 617-894-8582. 


Panametrics, Inc. the 
world leader in moisture 
analyzers, has introduced 
an entire new line of 
hygrometry equipment. 
This family brochure dis- 
cusses new features includ- 
ing three function and 
intelligent probes, graphic 
display of data, built-in 
intrinsic safety, oxygen 
measuring capability, fast 
response, and much more. 
The state-of-the-art in 
moisture measurements 
Panametrics. Tel: 617-899-2719. 


Panametrics, Inc. 

For More Information Write In No. 328 




INTEGRATED 
SMARTSCOPE 
VIDEO 
MEASURE- 
MENT SYSTEM 

SmartScope combines 
zoom microscope with 
high resolution color 
video plus PC. CNC soft- 
ware stores inspection rou- 
tines for playback. Smart- 
Scope also features precise XYZ stage motion, computer 
generated malignment targets & charts, Graphics Model 
display, auto focus & 3D color camera edge detector. 


Optical Gaging Products, inc. 

850 Hudson Avenue. Rochester, NY 14621 
Tel: 716-544-0400; Fax: 716-544-0131 
For More Information Write In No. 331 


60-PAGE 
CATALOG OF 
INNOVATIVE 
DSP SYSTEMS 

New 1993 catalog des- 
cribes products for VME- 
bus and Multibus. Includ- 
ed are 1 5 models of single, 
dual, and quad ‘C40 pro- 
cessors, and triple DSP32C 
processors, 20 models of 
A/D and D/A converters; several models of digital I/O, 
Tl/CEPT transceiver products, bus adapters, and many 
more. Software products include SwiftTools DSP devel- 
opment tools and SwiftNet network software. Tel: 201- 
767-7100. Fax: 201-767-3994. 

Pentek, Inc. 

For More Information Write In No. 326 

CATALOG OF ENGINEERING FINDINGS 


find*ings (fin'dingz). n. 
small tools and materials 
used by an artisan. 


320 pages of component 
parts, select materials, 
and precision tools. 

For your free copy of 
our 1993/94 catalog 

SMALL PARTS, INC. 

P.O. Box 4650 Miami Lakes, FL 33014-0650 

(305-558-1255) or Fax at 1-800-423-9009 
For More Information Write In No. 329 




ANALYTICAL 
SERVICES— 
FAST TURN- 
AROUND 

Brochure describes the 
wide range of materials 
characterization services 
that arc provided by the 
firm’s Analytical Services 
Division. Among those 
described in the brochure 
are surface area, pore and particle size distribution, 
density, permeability, chemisorption and pressure test- 
ing. Also availble are instruments for sale or lease. Tel: 
607-257-5544. Toll free in USA and Canada: 1-800- 
825-5764. Fax: 607-257-5639. 

Porous Materials, Inc. 

For More Information Write In No. 332 



ABRASIVE 
BLAST 
SYSTEM 

The Micro-Jet 200 is a 
miniature, low-cost system 
for the shockless machin- 
ing, cutting, and etching of 
the hardest materials such 
as glass, ceramics, gem 
stones, carbides. Employ- 
ing a pressure feed system 
for producing the air/abra- 
sive jet, its operational performance is the equal of more 
expensive competitive systems. Applications include: cut- 
ting, drilling and shaping; etching and marking; mic- 
rodeburring and dcflashing; cleaning; surface finishing. 

Hunter Products, Inc. 

For More Information Write In No. 327 


ULTRASONIC 
TESTING 
EQUIPMENT 

StressTel Corporation 
offers a complete portable 
line of ultrasonic thickness 
gauges, bolt stress measure- 
ment devices, ultrasonic 
transducers and software. 
Thickness gauges range 
from our simple-to-usc 
T-Mike EZ to sophisticat- 
ed T-Scopc DL. The Bolt Mike SMII bolt monitoring sys- 
tem ensures accurate bolt tensioning in any application. 

StressTel Corporation 

For More Information Write In No. 330 


ENGINEERING 
SERVICES 

Optical Research Associ- 
ates, the industry leading 
optical design firm, pro- 
vides world-class engineer- 
ing solutions across the 
entire spectrum of optical 
design. From X-ray wave- 
lengths to the far infrared, 
from optical systems for 
consumer and industrial 
products to highly complex government and military 
applications, ORA leads the way. In CA, call 818-795- 
9101; Fax: 818-795-9102. In MA, call 508-872-6001; 
Fax: 508-879-0698. 

Optical Research Associates 

For More Information Write In No. 333 
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HIGH TEMPERATURE SCOPE 

Visual system allows close-up monitoring of crystal 
growth in a furnace. Scope has variable focal length, 
withstands temperatures to 1400 °C, and is internally 
cooled with Nitrogen Cold Gas. Attachment to standard 
video camera allows observation on a video monitor. 
VCR documentation, or computer image analysis. For 
more informa- 
tion, call 609- 
924-3011; Fax. 
609-924-3018. 



Princeton Scientific Corporation 

PO Box 143, Princeton, NJ 08452 

For More Information Write In No. 334 


FREE CATALOG! 

LINEAR MOTION 
COMPONENTS 


All products ship within 24 hours. 

• Boll Slides 

• Crossed Roller Slides 

• Positioning Slides 

• Recirculating Bearings 

• Shafts & Supports. 

Call TOLL FREE: 

1-800/447-2042 
In CT:203/790-46 1 1 
or FAX:203/748-5 147 

TUSK DIRECT, INC 

Clark© Industrial Park. PO Box 326. Bern©!. CT 06801 



For More Information Write In No. 335 


IN THE 


ORTH 



‘OTTO,” FOLSOM’S NEWEST 
SCAN CONVERTER 


MEDICALLY SPEAKING.... 

The mouse TTVT TUp 

CAN and DOES CAUSE A 

R.S.I. (REPETITIVE STRAIN INJURIESI 
aka 

C.T.S. (CARPAL TUNNEL SYNDROME) 

EVERGREEN SYSTEMS has addressed this problem tor a number 
of years Its trackball products will provide a solution The DIAMOND 
XL. DIAMOND XX. and OMEGA units are ergonomic with natural 
hand/eye coordination They "fit* the operator 

■w j* C'± EVERGREEN SYSTEMS 
*“■ INTERNATIONAL 

' 31336 VaCohnas Wess*e Vtoge CA 91362 

Tel. 818 991 7835 
Fax 818 991 4036 

For More Information Write In No. 337 




The OTTO automatically syncs to any workstation, PC, 
or medical image source. A user friendly menu allows for 
ultimate control over the scan conversion process. 
OTTO features full pan and zoom as well as adjustable 
filters for motion and flicker elimination. Demo video- 
tape available. 

Folsom Research 

For More Information Write In No. 338 



HIGH PER- 
FORMANCE 
ALLOY 

Elgiloy® is a high-perfor- 
mance nickel-cobalt alloy. 
This brochure describes its 
characteristics and proper- 
ties as well as processing 
information. Elgiloy is 
offered in strip and wire 
and is used in a variety of 
specialized applications. 


Elgiloy® Limited Partnership 

For More Information Write In No. 340 


EASY, ECONOMICAL, DIGITAL 
WAVEFORM GENERATION 



Adtron’s PC-based Data Generation System facilitates 
testing, development and evaluation of digital compo- 
nents and systems, performing the work of numerous 
specialized instruments. DGS offers the capabilities of 
pattern, word and pulse generators while employing 
the cost-effcctivcncss and convenience of IBM personal 
computers. 

Adtron 

For More Information Write In No. 341 




Introducing the 
Concept 810 - 
An Affordable 
"ReaT-Time RAID 
Storage System. 

For guaranteed capture and 
retrieval of data at 16 MB/*. 


The Concept 810 to a high perform- 
ance disk storage subsystem. Using 
RAID UmoflmbfMdrri 

Mi) arefiMecture and advanced 
SCSI disk drives, the Concept 810 
makes real-time storage affordable 


10 tol6 MB/« sustained data 
transfers for interactive and 
real-tune operations 
2 to 18 CB storage capacity 
Companion Host Adapters 
and Software Drivers available 


WAj STORAGE 
-IlSffl CONCEPTS 

Storage Concepts. Inc 

ri# (Mir /» f otJU ( Jiai -inf. 


Call Now For Information 

1-800-525-9217 


For More Information Write In No. 336 



Call 800-488-3615 or 
1919. 


VERSATILE 
CAM RUNS 
WITH ANY CAD 

Guaranteed CAD/CAM 
data translators, including 
IGES Version 5.1 with 
trimmed NURBS surfaces. 
Fast and accurate 3D sur- 
face design, model, NC 
programming and machin- 
ing. Powerful DOS and 
32-bit Windows version. 
1-361-5605; Fax: 818-361- 


Surfware, Inc. 


For More Information Write In No. 339 



CONTEC offers innovative solutions for PC-based Data 
Acquisition & Con-trol, involving: Analog, Digital, 
Relay I/O, Async/ Sync/GPIB Communi-cation, 
Timer/Counters, Motor/Machine Control, Virtual 
Memory. Products include a wide range of boards, relat- 
ed software industrial PCs and accessories. 

CONTEC Microelectronics USA 

2188 Bering Dr., San Jose, CA 95131. 

Tel: 800-888-8884, 408-434-6767; Fax: 408-434-6884. 

For More Information Write In No. 342 


NEW! 4MEG VIDEO MODEL 12 



The 4MEG VIDEO MODEL 12 provides image acqui- 
sition, processing, and display on PC/AT compatible 
computers, and offers up to 64 Mbytes of image memo- 
ry, sampling/display rates up to 50 MHz, and a 12 MIPS 
on-board processor. The board interfaces to almost any 
video source. Tel: 708-498-4002; Fax: 708-498-4321. 

EPIX, Inc. 

For More Information Write In No. 343 


A NEW 
APPROACH 
TO SCIENTIFIC 
DATA 
ANALYSIS 

Analysis Advisor is a free 
interactive analysis software 
tutorial that includes 
demonstrations of graphical and traditional program- 
ming methodologies for analysis. You can investigate 
Digital signal processing, Digital filtering. Windowing, 
Curve fitting, Signal averaging, Simulation, Interpola- 
tion, and Descriptive statistics. Requires Windows 3.1 
and 8 MB of memory. Tel: 512-794-0100. 1-800-433- 
3488 (USA and Canada). Fax: 512-794-841 1. 

National Instruments 


40-CHANNEL RECORDER 



Capture, monitor, and analyze your data all in one 
instrument — the 40-channel DMS1000 Data Manage- 
ment System from Western Graphtec. New MI24E 
input casrds provide wide-range inputs, RMS, and 8- 
polc Buttcrworth filters for each channel! Contact: 1- 
800-854-8385. 

Western Graphtec. 
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DO YOU USE TIME CODE? 

(IRIG, NASA, XR3, SMPTE, ESE) 

We can generate, read or convert any of the above codes, 
display them on several sizes of LE.D.’s, superimpose 
them on video, or interpret a code for your computer! 

HERE S ONE OF OUR MORE 
POPULAR IRIG B READERS 

ES-270 

$595.00 


£35 £ I W3 £4 


.56" LED Display Viewable at 20' 

AVAILABLE WITH AN ASSORT- 
MENT OF DISPLAY SIZES! 


Call. Write or Fax for FREE information 
Tel: 310-322-2136; Fax: 310-322-8127. 

142 Sierra St.. El Segundo. CA 90245 USA 
For More Information Write In No. 346 


TKHNW06V 
8 -CHANNEL 
BATTERY POWERED 
FIELD RECORDER 



BATTERY 
POWERED 
8-CHANNEL 
FIELD 

RECORDER 

Astro-Med’s portable 8- 
£ I channel field recorder oper- 
able from its internal bat- 
tery is described in an illus- 
trated 10-page brochure. 
The lightweight unit, 
called the Dash 8, features extraordinary capabilities. It 
offers frequency response to 25 kHz; “on the fly" grid 
formats; AC and 11-18 VDC operation; on-demand self- 
calibration; and data capture and playback. 

Astro-Med 

For More Information Write In No. 347 



Gemini Incorporated man- 
ufactures industry standard 
cases for electronics, test 
equipment, instrumenta- 
tion, and sales demos. 
These cases offer the best 
protection for delicate 
equipment and come in 
many sizes, styles and 
options. Gemini cases are 
designed to provide protec- 
tion during shipping, car- 
rying or out in the field. 


Gemini Inc. 


For More Informarion Wrile In No. 348 



SERVO CON- 
TROL VALVES 

Single and Dual Servo 
Valves from Advanced 
Pressure Products provide 
unmatched control of pro- 
cess parameters such as 
pressure, flow, tempera- 
ture, fluid ratios and other process parameters. These arc 
available for pressures ranging from high vacuum to 
60,000 psi and flows from microliter to gallons per 
minute. Tel: 607-257-5544. From USA and Canada: 1- 
800-APP- VALVE. Fax: 607-257-5639. Cornell Industry 
Research Park, 83 Brown Road, Ithica, NY 14850. 

1 -800-APP-VALVE. 

Advanced Pressure Products 

For More Informarion Write In No. 349 



POWER SUP- 
PLY CATALOG 

ISO-9002 registered manu- 
facturer brings you a com- 
plete line of DC power 
supplies from rugged reli- 
able benchtop supplies to 
programmable system sup- 
plies (GPIB/RS232). Pow- 
er outputs ranging from 60 
to 3000 watts are standard, 
suiting most applications 
and giving you the POWER TO INNOVATE. Three 
year warranty is standard. Customized power solutions 
are also available. 

XANTREX 

3873 Airport Way. Box 9754, Bellingham, WA 98227-9754 
Tel: 800-667-8422 Ext. 101; Fax: 206-671-3095 

For More Information Write In No. 350 


u j .. r\:.- » — i 

national l/ibc springs 



Rolex Company now 
offers a free, comprehen- 
sive catalog featuring their 
line of precision belleville 
springs ideal for a wide 
range of applications where 
predictable loading is nec- 
essary. Designed for use 
singly or in stacks, with 
better performance in less 

zr-T-rr — space than helical springs. 

Hundreds of sizes in stock, 
including metric. Free cat- 
alog including design, application, and performance 
data. Rolex Company, 385 Hillside Ave., Hillside, NJ 
07205. Tel: 201-926-0900; Fax 201-926-5626. 

Rolex Co. 

For More Information Write In No. 351 


DYNAMIC SIGNAL ANALYZER 

Using DSP boards, rhe DP420 converts your PC into a 
precision instrument for measurements such as: 



IlMSIHTUmH 
tnaiwwmvBUfi 
mmm uu n— watbenli 
ona Truant 


KJUT1MHNM 
CORRELATION 
ACOUSTIC INTENSITY 
REA1TIME 1 "3 OCTAVE ANA1TSIS 


DATA PHYSICS CORPORATION 

1 190 S. Bascom Ave. Suite 220. San Jose. CA 95128 
Tel: 408-977-0800; Fax: 408-977-0801 
For More Information Write In No. 352 


DIGITAL SHAKER CONTROLLER 

DP540 Vibration Controllers use DSP boards in your 
PC for high performance at low cost. 


RANDOM 

SHE 

SHOCK 

SRS 

SINE on RANDOM 
RANDOM on RANDOM 
EET MEASUREMENTS 


DATA PHYSICS CORPORATION 

1 190 S. Bascom Ave. Suite 220. San Jose. CA 95128 
Tel: 408-977-0800; Fax; 408-977-0801 
For More Information Write In No. 353 


SPIRIG POCKET 
INSPECTION MICROSCOPE 




Self-illuminated pocket microscopes, slightly larger than 
a pack of cigarettes, weigh 4 1/2 oz. and provide dear 
30-power or 100-power magnification of any surface on 
which it is focused. The compact design of the SPIRIG 
microscopes allow easy access to almost any surface to be 
inspected. Call 1-800-628-8862 for literature. 

Solder Absorbing Technology Inc. 

For More Information Write In No. 354 




BALL 
SCREWS, 
ACME 
SCREWS, 
SUPERNUTS 
& MORE 

Expanded & revised 48 
page catalog/design guide 
features rolled, precision 
rolled & ground thread 
ball screws & self-lube Supernuts in plain anti-backlash 
& preload styles. Included arc thrust bearing units for 
leadscrews, linear guide bearings & much more. Tel: 
408-629-1 132 or 1-800-882-8857; Fax: 408-629-2620. 

Ball Screws & Actuators Co. 

For More Information Write In No. 355 



HIGH POWER 
“SMART” 
ELECTRIC 
ACTUATORS 

New linear actuators are 
driven by TERFENOL-D 
magnetic shape change 
metal. Low voltage controls 
linear or oscillatory 
motion. “Smart" actuators 
can simultaneously drive 
and sense with high accuracy and broad bandwidth. 
OEM and standard systems available. ETREMA 
Products, Inc. 2500 North Loop Drive, Ames, IA 50010. 
Tel: 800-327-7291; Fax 515-296-7168. 

ETREMA Products, Inc. 

For More Information Write In No. 356 



GENERAL 
DEVICES FOR 
SPECIFIC 
SOLUTIONS 

General Devices provides 
specific solutions for cabi- 
nets and racks, slides and 
accessories. Hundreds of 
standards Chassis Trak® 
telescoping slides, Vent 
Rak® cabinets and racks are 
designed for electronics and telecommunications. And, 
cooling modules, handles and pulls, shelves, drawers. 

General Devices, 

the Can Do! company 

Indianapolis, IN. Tel: 1-800-626-9484. 

For More Information Write In No. 357 
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BOARD-LEVEL CCD CAMERA 



Cohu’s New Model 1100 Monochrome CCD Camera 
has all the high performance features of larger box cam- 
eras, but in a compact board-level package measuring less 
than 4 x 2 in. Resolution is 768 x 494 pixels, sensitivity 
to 0.0008 fc. Selectable frame/fidd integration, shutter- 
ing, and many other features are standard. Made in USA. 

m ■ (619)277-6700 
For More Information Write In No. 358 


COOLING 
DEVICES FOR 
ENCLOSURES 

AMCO's 26 page 4/C 
Cooling Device Catalog 
850 features a New Motor- 
ized Impeller Blower. This 
new technology in cooling 
moves a larger volume of 
air at a lower cost. This 
extensive line includes cen- 
trifugal blowers and tube axial fans. Complete accessories 
included. AMCO Engineering Co., 3801 North Rose 
Street, Schiller Park, IL 60176. For your free copy call 
800-833-3156 or in Illinois 708-671-6670. 



AMCO Engineering Co. 

For More Information Write In No. 359 



DESK, BENCH 
& PORTABLE 


CABINETS 

AMCO Engineering Co. 
presents it 20 page, 4/C 
Desk Top Cabinet catalog 
900. Featured is a com- 
plete line of standard 
instrumentation cabinets 
in all conventional sizes. 
The unique, designed-in 
adaptability accommodates special sizes and applications. 
Accessories are also offered to complete the system’s 
mounting options. Address: 3801 North Rose Street, 
Schiller Park, IL 60176. For your free copy call 800- 
833-3156 or in Illinois 708-671-6670. 


AMCO Engineering Co. 

For More Information Write In No. 360 


DYNAMIC ANALYSIS FOR 
ENGINEERS WITH SA390 




Increase the Productivity of your Engineers with a 2, 4, 6, 
or 8 channel SA390 Dynamic Signal Analyzer from 
Scientific-Atlanta. Offering Measurement. Display, and 
Reporting for Diagnostics; Vibration Testing; Structural, 
Acoustic, and System Measurement. Available with built- 
in 486DX PC and Color Display. Call 1-800- VI B-TEST. 

Scientific Atlanta 

For More Information Write In No. 381 


DATA ACQUI- 
SITION, CON- 
TROL & TEST 
I/O BOARDS 

Free 64-page catalog fea- 
tures ACCES I/O Pro- 
ducts' complete line of 
IBM PC/XT/AT and com- 
patible analog and digital 
I/O cards; communication 
interfaces (including the 


NEW NANOVOLT PREAMP 



popular “ETRC-AT" AT-Bus Expansion Kit); data 
acquisition and control software packages and acces- 
sories. All ACCES products are covered by a 30-day, no- 
risk return policy and a full 3-year warranty. Pricing and 
ordering information is also included. 

ACCES I/O PRODUCTS 

For More Information Write In No. 361 


Keithley offers the world’s most sensitive digital volt- 
meter. The Model 1801 Nanovolt Preamp and 2001 
DMM combination eliminates 1/f noise and makes 
extremely repeatable low-level measurements with just 
0.6 nV p-p noise. 


Keithley instruments, Inc. 

28775 Aurora Road, Cleveland, OH 44139 
Tel: 800-552-1115; Fax: 216-248-6168 
For More Information Write In No. 362 




NEW PROGRAMMABLE 
COUNTERYTIMER 


NEW 8 V2-DIGIT MULTIMETER 
UNDER $5,000 




o 

B 

a 

B 


J 


Glass Etching 

Shown Nrxt To Human Hak 


Keithley introduces the Model 776 counter/timcr offer- 
ing thirteen measurement functions. It provides two 
independent channels for measurements to 225 MHz. 
The 776 is IEEE-488 bus programmable and can supply 
up to 100 readings per second. 

Keithley Instruments, Inc. 

28775 Aurora Road, Cleveland. OH 44139 
Tel: 800-552-1 115; Fax: 216-248-6168 

For More Information Write In No. 363 


Keithlcy’s new Model 2002 multifunction DMM fea- 
tures reading rates up to 2000/sec, resistance measure- 
ments from 100 nO to 1 Gf2, and frequency from 1 Hz 
to 15 MHz. Sensitivity is 1 nV, 10 pA and 100 nfl; 
accuracy is 6 ppm DCV, 0.03% ACV, and 8 ppm ohms. 

Keithley Instruments, Inc. 

28775 Aurora Road, Cleveland, OH 44139 
Tel: 800-552-1115; Fax: 216-248-6168 

For More Information Write In No. 364 
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We are the world leader in advanced excimcr 
micromachining/materials processing tech- 
nologies, custom industrial system designs and 
excimer laser accessories. Excimers process 
virtually any material (metals, plastics, glass, 
ceramic, diamond) with feature sizes below 2 
microns and exceptional accuracy/repcatability. 

RESONETICS 


UaoMacfiirxng Solution* 


1 - 800 - 468-7189 


For More Information Write In No. 365 


Vibration Systems 


LOW-COST 

DIGITAL 



VIBRATION 


Tubing - FIP, PFA 


CONTROLLERS 


Easy-to-use Expansion 
Card & Software from 
VTS convert your 386 or 
486 personal computer to 
a powerful Digital Sine or 
Random Vibration Con- 
troller. Frequency ranges — 



NEW, HIGH 
PURITY TUB- 
ING MADE OF 
TEFLON® 

New color brochure pro- 
vides full specifications on 
AMETEK tubing made 
from TEFLON. Tubing 
offers excellent mechanical, 
electrical, chemical, corro- 
sion, and friction resis- 


LH 


Random 500, 1000, or 2000 Hz. Sine 4 to 6250 Hz. 
Many other unique features. Free demo disk available 
(learn to operate Controller in less than one hour). 


Vibration Test Systems 

For More Information Write In No. 366 


tancc. Ideal for high purity medical, laboratory, food and 
beverage, chemical, electronics and other applications. 
AMETEK tubing is available in standard and fractional 
sizes; industrial and heavy wall thickness configurations. 
Tel: 302-995-0400; Fax: 302-995-0491. 

AMETEK Haveg Division 

For More Information Write In No. 367 


NEW SILFA™ 
HIGH TEMPER- 
ATURE SILICA 
YARNS 

New color brochure de- 
scribes Silfa™ silica yarns 
designed to replace quartz 
in a wide range of aero- 
space, composite material, 
electronic and high temper- 
ature industrial applica- 
tions. Composed of 99.9*% Si0 2 , Silfa is available in fila- 
ment diameters of 9 p, temperatures to 2450 °F and is 
supplied in 17 and 68 tex forms. Contact: AMETEK 
Haveg Division, 900 Grccnbank Road, Wilmington, DE 
19808. Td: 302-995-0400; Fax: 302-995-0432. 

AMETEK Haveg Division 

For More Information Write In No. 368 
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Evenly illuminated (Non- 
Gaussian) single & multi- 
ple line patterns. Perfect 
for machine vision, 3D 
inspection, Q.C. Analysis 
& Contour Mapping. 
Features include: focusing 
optics, interchangeable 
images, CCD sync’ing 
capability, and external 
output power level control! 
Other patterns available 
too. Contact 716-381- 
8493; Fax:716-381-1777. 


LASIRIS, USA 

3549 Ashby, Saint-Laurent, Quebec, Canada H4R 2K3 

For More Information Write In No. 369 


if 


SEGI will make your 
Perkin-Elmer sputtering 
systems run better than 
new. Our customers 
depend on our knowledge- 
able, competent technical 
team for. 

♦ Remanufacturing and 
upgrades to achieve 2% 
deposition uniformity 

♦ Maintenance contracts to guarantee 95% up time 

♦ Automation packages to increase throughput 

♦ Emergency repairs to get out of tight spots 

♦ Pans built to original specifications 

♦ Upgraded replacement parts 

Call for our full line parts catalogue. 

SEMICONDUCTOR ENGINEERING GROUP, INC. 

891 Ames Avenue, Milpitas. CA 95035. 

Tel: 408-945-8555; Fax: 408-945-5966. 

For More Information Write In No. 370 



DESIGNING A BIKE WITH COSMOS/M 
IS AS EASY AS RIDING ONE 

Take a ride on COSMOS/M, an FEA system for con- 
ducting linear and nonlinear statics & dynamics, heat 
transfer, fluid flow, fatigue, electromagnetics and opti- 
mization studies with case. Easy to use graphics driven 
pre- and postprocessor offers adaptive and 3D automatic 
meshing. Call 310-452-2158 in west or 412-967-0958 
in east for more information. 

Structural Research and Analysis Corporation 
For More Information Write In No. 371 



AUTOMATED 
PRESSURE 
GAGE 

■ 1^-^ CALIBRATION 

SYSTEM 

Fully Programmable Auto- 
mated Pressure Gage Cali- 
bration System, available in pressure ranges from vacuum 
up to 60,000 psi, inter-faces to virtually any computer 
system. Window and DOS version Software provided 
for IBM-PC Compati-ble Systems. Both electronic and 
mechanical over-pressure fail-safe systems with automat- 
ed pressurizing fluid refill system. Advanced Pressure 
Products. Tel: 607-257-5544. From USA and Canada 1- 
800-APP- VALVE. Fax: 607-257-5639. 

Advanced Pressure Products 

For More Information Write In No. 372 


Applications 

Handbook 



ABB 


MASS FLOW 
METER 

APPLICATIONS 
• p=fo .V. HANDBOOK 

II The new handbook con- 

sists of a scries of K-Flow 
application solutions. The 
“Application Handbook" 
illustrates the flow process 
configuration and ABB K- 
Flow flowmeter/ transmitter 
systems used in a variety of 
process applications. Applications covered include Mass 
(Liquid, Gas, Multi-Component), Density (SG, API, 
Brix), %Solids, %Liquids, PID, Ratio Blending, 
Batching, Proportioning, etc. 

ABB K-Flow 

For More Information Write In No. 373 
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FREE LAMP 
[CATALOG 

‘his catalog features re- 
placement lamps at dis- 
count prices for all types of 
audio/visual, photographic, 
micrographic and graphic 
arts equipment. 100% 
■■■ ■ ■■■ a— guaranteed brand names — 
toll free ordering — no min- 
imum order — ALL deliver- 
ies via UPS Second-Day 
Air at no extra cost. Also, lamps for medical and elec- 
tronic instruments, microscopes and video use. Tel: 
1-800-772-5267; Fax: 1-800-257-0760. PSC Lamps 
Inc., 435 W. Commercial St., E. Rochester, NY 14445. 

PSC Lamps, Inc. 

For More Information Write In No. 374 



HIGH 

RESOLUTION 

DATA 

- ACQUISITION 

FREE booklet shows many 
ways to automate data col- 
lection using your personal 
computer. It comes with 
a FREE Instatrcnd Real- 
Time Graphics Demo 
Disk. 


Dianachart, Inc. 

For More Information Write In No. 375 


Analog Circuit Simulation 


Now you can run Analog/Mixed Signal simulations on 
your PC or Macintosh with the Affordable and Powerful 

ICAP/4DOS Simulation System 



1 New lsS«ce3; SPICE 3F Simulator • Integrated schematic entry 
1 Extensive SPICE model libraries • Waveform graphics 
> Affordable; Full SPICE programs starting at $95. Complete 
systems between $990 and $1725. 


Call or Fax for your Free Demo Kit 

P.0. Box 710 San Pedro, Ca. 90733-0710 

Tel (310) 833-0710 Fax (310) 833-96S8 jntU SOft 

For More Information Write In No. 376 



WHILE QUAN- 
TITIES LAST 
$2100.00 

Houston Instruments 
DM PI 61 8 pen plotter. 
HPGLII & DM PL, 512K 
Buffer, Upgradable to 4.5 
MB. Includes stand, pens 
and medial sample kit. 
A-D size plots. Scanner 
option available. 


CAD Warehouse, Inc. 

1 939 E. Aurora Road 
Twinsburg, Ohio 44087 
1-800-487-0485 
216-487-0553 Fax 

For More Information Write In No. 377 



NEW 
40 MHz 
VISION 
PROCESSOR 

I The new Series 150/40 
| vision processor features 
40 MHz pipeline and par- 
allel digital signal process- 
ing. It is designed for high-speed inspection and machine 
guidance tasks, advanced image analysis, and sophisticat- 
ed research and aerospace projects where speed and accu- 
racy arc essential. Pricing starts below $10,000. 


Imaging Technology Incorporated 

Tel: 800-333-3035 Fax: 6 1 7-275-9590 

For More Information Write In No. 378 



GRIPPERS 
AND 

ACTUATORS 

The ZAYTRAN automa- 
tion catalogue provides a 
rechnical overview and 
design guidance for all of 
the automation products. 
Gripper, Rotary Actuator, 
and Linear/Rotary Actuator 
application examples are 
included. The superior size 
to force ratio (Twice the Force, Half the Size) is high- 
lighted along with the new Compliant and Sequenced 
grippers. 

ZAYTRAN, Inc. 

Tel: 216-324-2814 

For More Information Write In No. 379 



DEDICATED 
GRAPHIC 
USER 

INTERFACE 
FOR LEADING 
SIMULATION 
SOFTWARE 

This four-page brochure 
outlines the capabilities of 
the ACSL/Graphic Model- 
ler™, a dedicated Graphic User Interface for MGA’s sim- 
ulation software, ACSL, that enables you to visually pro- 
gram, execute and analyze simulation models. For a free 
brochure contact Kathy Ficaro at 508-369-5115. 

Mitchell & Gauthier Associates, Inc. 

See us at AUTOFACT Booth No. 2135 
For More Information Write In No. 380 
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Electronic Systems 


Eddy-Current Measurement of Turning or Curvature 

A rotatable conductive plate covers a sensing coil to a varying degree. 

Goddard Space Flight Center, Greenbelt, Maryland 


Figure 1 illustrates schematically an 
apparatus that measures the curvature 
of a pipe or the displacement of some 
part of the pipe from a middle position 
or angle. The apparatus includes a sen- 
sor assembly that contains a rotatable, 
electrically conductive plate that cov- 
ers an eddy-current sensing coil or coils 
to a degree that varies with the curva- 
ture, angle, or displacement to be meas- 
ured. The sensor assembly is pushed 
or pulled along the pipe by a crawler 
assembly, which can contain a motor- 
ized driver or can be driven by a stiff 
cable from a stationary driver. Thus, the 
sensor assembly can take measure- 
ments at remote or inaccessible loca- 
tions — for example, inside a buried 
water main. 

The driver is connected by a cable to 



Figure 1 . Curvature of a Pipe at a remote or otherwise inaccessible location inside the 
pipe can be measured by use of a relatively simple angular-displacement eddy-current 
probe. 
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With Our New Frame Grabbers. 
Its No Longer a Trade-Off 


High -accuracy frame grabbers mean better data, sharper edges, 
less noise, mid more precise measurements. But they don’t have 
to mean higher price tags. Our two new frame grabbers give 
you the high accuracy you need — at unbeatable prices. 

Both boards are supported by our award-winning GLOBAL LAB* 
Image software, which allows vou to perform sophisticated image 
analysis in minutes. They also ship with FREE software for 
Microsoft Windows™ So call Data Translation today and get 
high-accuracy imaging at low cost. You don't have to settle for less. 

DATA TRANSLATION 


HIGH ACCURACY 


Fidelity 100 
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an external controller, and the sensor as- 
sembly is connected by another cable 
to an impedance meter, which mea- 
sures the impedance or change in im- 
pedance of the eddy-current coil. The 
driver controller and the impedance me- 
ter function under overall control by a 
computer, which also processes the im- 
pedance-measurement data into data 
on the curvature or displacement to be 
determined. 

Figure 2 shows one version of the 
crawler and sensor assemblies in more 
detail. Wheels on both assemblies make 
contact with the inner wall of the pipe, 
and spacers on the crawler assembly 
help to stabilize it during travel along 
the pipe. Two sensing coils are mount- 
ed on the electrically nonconductive base 
plate on the sensing assembly, spaced 
apart by a suitable distance — e.g., the 
width of the electrically conductive plate. 
The electrically conductive plate pivots 
about a point on the centerline of the 
sensing assembly. Wheels on a cross- 
member on the electrically conductive 
plate make contact with the wall. 

Thus, the electrically conductive plate 
pivots right or left by an angle that de- 
pends on the local curvature of the 
pipe. The conductive plate partly cov- 
ers one or both other eddy-current coils 
by amounts that depend on the angle, 
and thereby affects the impedance of 
one or both coils to a degree that de- 
pends on the angle. The angular depen- 


€ 



Crossmember of 
Conductive Plate 


Nonconductive 
Baseplate ' 


3 

"^ Conductive 

Plate 


Eddy-Current 
‘ Sensing Coils 

■ Wheel 



Sensor 

Assembly 


Crawler 

Assembly 


Figure 2. The Crawler and Sensor Assemblies move along the inside of the pipe on 
wheels. The conductive plate pivots to follow the curvature of the pipe, partly covering 
one of the eddy-current coils to a degree that depends on the local curvature of the pipe. 
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FASTER 


/Hottest 


High Speed Audio Frequency Testing 





Audio Precision 
offers a Full Range of 
Audio Test Sets... 


FAST 

ATS-i is a competitively 
priced audio test set 
featuring front panel and GPIB 
programmable operation as 
well as higher performance and 
speed than the typical audio testers 
it replaces Both Audio Precision and 
HP 8903B GPIB command sets are 
supported A sample suite of 43 
measurements’ takes only 33 sec- 
onds. The dual channel ATS-i is at 
home in production floor environ- 
ments thanks to its rugged fan- 
cooled enclosure and front or rear 
mount modular connector panels. 


FASTER 

System One automated integrated 
audio test sets measure distortion, 
frequency phase, wideband or 
selective noise, and crosstalk in pro- 
duction test environments benefit- 
ing from high speed and 
performance. System One can 
make a sample suite of 43 mea- 
surements’ in 21 seconds. Optional 
spectrum analysis and digital 
domain signal generation and anal- 
ysis capabilities make it the one- 
stop audio test system Available 
both In GPIB and PC controlled ver- 
sions, System One is todays recog- 
nized standard in audio testing. 


'Sample suite ot GPIB programmed audio measurements included tl noise measurement (20Hz 22kHz bandpass! 

2) 31 point single tone frequency response sweep over 20Hz 22kHz range, and 3111 point distortion sweep over 20Hz 22kHz range 
? WSTTEST uses multi tone stimulus and analysis to make the same measurements listed above 


FAST TEST 
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audio channel in the fastest possi- 
ble time. With DSP powei; FAS7TEST 
completes the 43 measurement 2 
example above in 2 seconds! 
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multi-smewave test signals. These 
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frequency response, distortion and 
noise measurements from a single 
stimulus acquisition. 
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dence of the impedances of the coils 
having been determined previously in 
calibration measurements and inverted 
in a straightforward manner, the pres- 


ent angle and the curvature of the pipe 
can now be computed from the pres- 
ent impedance measurements. 

This work was done by Engmin J. 


Chem of Goddard Space Flight Cen- 
ter. For further information, write in 8 
on the TSP Request Card. 

GSC-13506 


Laser Transmitter Aims at Laser Beacon 

The transmitter is part of a developmental optical communication system. 
NASA’s Jet Propulsion Laboratory, Pasadena, California 



The Prototype Transmitter includes receiving circuitry that keeps it aimed at the beacon, 
once it is brought into initial alignment within about 1.7° of the line of sight to the beacon. 


The prototype of a compact, lightweight, 
partially-self-aiming laser transmitter has 
been built to verify some of the capabilities 
of a developmental free-space optical com- 
munication system. The design is capable 
of providing 0.5 Mbps data return over a 
range equal to the Moon-Earth distance. 
The breadboard of this transmitting ter- 
minal was constructed and tested in the 
laboratory. 

The transmitter (see figure) is intended 
to operate in conjunction with a laser bea- 
con located at the receiving station. Once 
the transmitter package is mechanical- 
ly aligned to within about 30 mrad (about 
1.7°) of the line of sight to the receiver, 
a quadrant avalanche photodetector can 
measure the relative direction of the bea- 
con. The output of this detector is proc- 
essed into drive signals for a two-axis, 
voice-coil-actuated steering mirror; the mir- 
ror is thereby adjusted to bring the line of 
sight to the receiver into alignment with the 
optical axis of the transmitter package. 

The optical components other than the 
steering mirror are not adjustable. For sim- 
plicity, ruggedness, and light weight, these 
other optical components are mounted in 
fixed positions on surfaces that are ma- 
chined precisely into a single aluminum 
block. The optical portion of the package 
weighs about 310 g. The mass of the en- 
tire package is under 5 kg. Because the 
transmitted 830-nm beam that emerges in- 
to free space from the steering mirror has 
a divergence of 1 10 /*rad, beam pointing 
tolerances can be relaxed, and there is no 
need to implement a separate point-ahead 
angle for most applications. 

The laser beacon operates at a wave- 
length of 532 nm, while the diode laser in 
the transmitter package operates at a 
wavelength of 830 nm. The incoming 532- 
nm beam and the outgoing 830-nm beam 
share the long optical path between the 
receiving station and the steering mirror. 
They also share a short optical path be- 
tween the steering mirror and a dichroic 
beam splitter, which separates them. 

During a test, the output of the transmit- 
ting diode laser is modulated at 1 MHz with 
coded pulses. In the test receiving station, 
a dichroic beam splitter separates the 830- 
nm and 532-nm beams, and a lens of 2.5- 
cm diameter focuses the 830-nm beam 
onto an avalanche photodiode. The detect- 
ed signal is amplified, filtered, threshold- 
tested, Manchester-decoded, then sent to 


a transmission analyzer, which compares 
it with the original encoded signal to com- 
pute the bit-error rate and other measures 
of performance. 

This work was done by Hamid Hemmati 


and James R. Lesh of Caltech for NASA’s 
Jet Propulsion Laboratory. For further 
information, write in 14 on the TSP Re- 
quest Card. 

NPO-18537 
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A Few Good 
Reasons to 
Order Our 
New 1993-94 
Catalog . . . 


■ Reason One: 


. . . and it’s FREE! 


Just send in the attached card today 
to reserve your copy of our new 1993-1994 
•catalog! This indispensable resource 
contains 1536 pages filled with | 

more than 35,000 quality products. 
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It’s More than 
Just a Catalog 

The Cole-Parmer catalog 
contains information that 
you can use every day- 
application tips, technical 
information, conversion 
tables, and extensive 
chemical resistance charts. 


■ Reason Two: 


■ Reason Three: 


A Wide Range 
of Products 


Quality Service 


Cole-Parmer is dedicated 
to providing you with 
quality service. You’ll 
receive helpful assistance 
whenever you call our 
Application Specialists, 
our Sales Staff, or our 
Customer Satisfaction 
Associates. 


If you work in Research, 
Industry, or Education, you 
need the new Cole-Parmer 
1993-94 Catalog! You’ll 
find 1536 pages featuring 
more than 35,000 
quality products. 
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Stereoscopic Vision System for Robotic Vehicle 

Distances are estimated from images by cross-correlation. 

NASA’s Jet Propulsion Laboratory, Pasadena, California 



STEREOSCOPIC IMAGES 



PROBABILITY MAP DISPARITY MAP 


A Stereo Image Pair and a 3-D Reconstruction for an outdoor scene are shown. The 
left and right image of the stereo pair are shown on top. Perspective renderings of a 3-D 
reconstruction of the scene are shown on the bottom; synthetic shading (left) and tex- 
ture-mapped intensity (right) are used, together with superimposed grid lines, to help 
visualize the estimated shape of the terrain. 


A two-camera stereoscopic vision 
system with onboard processing of im- 
age data has been developed for use in 
guiding a robotic vehicle semiautono- 
mously. In tests, a prototype of the sys- 
tem has proved successful in guiding the 
JPL Planetary Rover “Robby" on 100- 
meter traversals of outdoor terrain. The 
combination of such semiautonomous 
guidance and teleoperation could be 
useful in tasks that involve remote and/ 
or hazardous operations, including clean- 
up of toxic wastes, exploration of dan- 
gerous terrain on Earth and other plan- 
ets, and delivery of materials in factories 
where unexpected hazards or obsta- 
cles can arise. 

Previously, the slowness of compu- 
tation in stereo vision systems has im- 
peded the development of semiautono- 
mous guidance. In this system, nearly 
real-time performance is achieved part- 
ly by sacrificing image resolution for 
speed and partly by exploiting special- 
purpose computing hardware. The de- 
sign of the system was derived from (1) 
a statistical formulation of the stereo 
vision problem, in which correlation- 
type operators are used to estimate the 
disparity field (defined below) and as- 
sociated models of uncertainty, and (2) 
simple, fast optimization algorithms. 

In stereo vision, “disparity” denotes 
the displacement between the image 
locations of a scene feature, as seen in 
the left and right images of a stereo 
image pair. “Disparity field” denotes the 
two-dimensional array of disparity meas- 
urements made at each pixel of an im- 
age. Distances to objects in the scene 
can be estimated from the disparity 
field and used for guidance, for exam- 
ple by using the distance measure- 
ments to detect obstacles in the path 
of the vehicle. 

Estimating disparity requires auto- 
matically determining which pixels in 
the left and right images of the stereo 
pair are projections of the same feature 
in the scene. This is referred to as 
“stereo matching". This is achieved by 
taking windows of 7x7 pixels around 
each pixel of the left image and com- 
paring them (via least squares) to cor- 
responding windows around candidate 
pixels in the right image. Candidate 
pixels are determined from a fixed set 
of possible displacement (or disparity) 
values. The candidate with the best 
least-squares match produces the dis- 
parity (hence distance) estimate. A sta- 
tistical formulation of this operation is 
used to compute associated uncer- 
72 


tainty measures that indicate the relia- 
bility of the distance estimates. 

To achieve a near real-time imple- 
mentation, the stereo matching algo- 
rithms compute “Laplacian image pyr- 
amids,” which reduce resolution of the 
images from the original 480x51 2-pix- 
els down to 60x64-pixels. The stereo 
matching algorithms are applied to 
images at the 60x64-pixel resolution. 
The image pyramids are computed by 
a set of eight special-purpose image 
processing boards; the rest of the 
stereo matching algorithms are com- 
puted by a 68020-based processor 
board. The system produces disparity 
fields from the 60x64 -pixel level of the 
image pyramids at rates of up to 2 sec- 
onds per image pair. 

The figure shows a stereo pair of im- 
ages and a three-dimensional scene 
model produced by the system. The 
scene contains a rocky foreground, a 
large boulder, two clumps of bushes in 
the upper center and right of the im- 
age, and a dirt road receding in the 
upper left. Processing of the stereo 
image pair produced a three-dimen- 
sional model of the scene, which is ren- 
dered in perspective in the figure in two 


different ways. On the left, the shape of 
the terrain is indicated by synthetic 
shading and by a pattern of grid lines 
that has been overlaid on the surface. 
On the right, the same perspective 
view of the terrain is shown with the 
texture of the original images, plus a 
finer overlaid grid to illustrate the terrain 
shape. The renderings show that the 
system correctly perceives a relatively 
flat foreground, with the large rock and 
one clump of bushes showing up as 
higher terrain in the middle of the back- 
ground. Such 3-D information is used 
by the semiautonomous guidance sys- 
tem to detect obstacles in the path of 
the vehicle. 

This work was done by Larry H. 
Matthies and Charles H. Anderson of 
Caltech for NASA’s Jet Propulsion 
Laboratory. For further information, 
write in 3 on the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been filed. 
Inquiries concerning nonexclusive or 
exclusive license for its commercial 
development should be addressed to 
the Patent Counsel, NASA Resident 
Office-JPL [see page 26]. Refer to 
NPO- 18593. 
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Predictive 
Algorithm for 
Aimingan Antenna 

Tracking would be improved 
by taking advantage of 
anticipated control input. 

NASA's Jet Propulsion 
Laboratory, Pasadena, 
California 

A proposed method of computing con- 
trol signals to aim an antenna would be 
based on a predictive control-and-estima- 
tion algorithm that would take advan- 
tage of control inputs anticipated into 
the near future. The method was con- 
ceived for controlling an antenna in track- 
ing spacecraft and celestial objects, the 
near-future trajectories of which are 
known. The method should also prove 
useful in enhancing the aiming perfor- 
mances of other antennas and instru- 
ments that track objects that move 
along fairly well known paths. 

The figure is a block diagram of a 
digital tracking control system based on 
the method. One of the notable fea- 
tures of this system and method is that 
the increment of the control signal in a 
given sampling period (e.g., the / th 
sampling period) would not be deter- 
mined with respect to only the most 
recent value of the control input; in- 
stead, it would be determined with re- 
spect to the input horizon, which would 
be the set of control inputs anticipated 
for some preset number of sampling 
periods into the near future, and which 
would be based partly on the input 
commands anticipated into the near fu- 
ture, partly on the estimated present dy- 
namical state of the antenna, and partly 
on the predicted future dynamical state 
of the antenna. Another notable fea- 


ture would be an output-weighting ma- 
trix that would include a forgetting factor. 
Both features would improve perfor- 
mance significantly. 

A conceptual tracking control sys- 
tem for the 70-m-diameter NASA/JPL 
antenna was designed according to this 
method and tested by computer simula- 
tion. The results of the simulation showed 
that the performance of the conceptual 
system would be significantly better (in 
terms of speed of response) than that 
of the linear/quadratic controller and 
estimator now in use. The results also 


show that the performance of the con- 
ceptual system would be robust (in the 
mathematical sense) in the presence of 
variations in parameters and that the 
system would suppress disturbances 
fairly well. The disturbance-suppression 
properties could be enhanced if a dis- 
turbance filter were incorporated. 

This work was done by Wodek K. 
Gawronski of Caltech for NASA’s Jet 
Propulsion Laboratory. For further in- 
formation, write in 10 on the TSP Re- 
quest Card. 

NPO-18511 
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This Predictive Control-and-Estimation System would provide improved performance by using anticipated near-future inputs and out- 
puts (in addition to the present input and output) to modify the present and near-future control inputs. 
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Cryogenic Blackbody-RacJiation Calibration Source 

Operating temperatures range from ambient down to -100 °C. 

Langley Research Center, Hampton, Virginia 


A blackbody-radiation source is de- 
signed for use in calibrating infrared im- 
aging systems that operate at wave- 
lengths from 8 to 1 2 urn. The source can 
be set at any specified operating tem- 
perature between 30 and -1 00 °C. Unlike 
prior commercial low-temperature black- 
body sources, this one does not have 
to be operated in a vacuum of 0.01 torr 
(about 1 Pa) or better. 

The main blackbody that is main- 
tained at the specified operating tem- 
perature is a copper billet 10 cm long 
and 5 cm in diameter, with concentric 
circular “V” grooves machined into one 
face and coated black. This face is re- 
cessed into a blackened sleeve (see 
Figure 1). The temperature of the body 
is measured by a platinum resistance 
thermometer and a thermocouple in- 
serted in holes drilled from the side to 
the axis of the body at locations about 
1.6 mm and 3.2 mm, respectively, in 
from the V-grooved face. The thermo- 
couple is the sensor for a digital tem- 
perature controller, while the platinum 
resistance thermometer is connected 
to a digital readout to provide an inde- 
pendent measure of the temperature of 
the blackbody. 

The blackbody is heated by four 500- 
£2, flexible strip heaters that are wrapped 
around the body and connected electri- 
cally in parallel to a dc power supply con- 
trolled by the digital temperature con- 
troller. The heaters are wrapped in alu- 
minum foil and fiberglass tape. Wrapped 
around the tape is a cooling coil made 
of 0.25-in. (6.35-mm) copper tube, 
through which liquid nitrogen is circu- 
lated to cool the blackbody. The entire 
blackbody apparatus, including the cool- 
ing and heating coils but not including 
the V-grooved face, is wrapped with a 
foam insulating blanket to minimize 
heating and cooling losses. 

The entire blackbody assembly is 
mounted into a semiairtight chamber, as 
shown schematically in Figure 2. An open- 
ing on the front face of the chamber is 
then fitted with an antireflection-coated 
zinc selenide window that provides 98 
percent transmission of electromagnet- 
ic radiation at wavelengths from 8 to 12 
pm. The window is maintained at ambi- 
ent temperature by use of an electrical 
resistance heater wrapped around the 
support flange of the window. This pre- 



Figure 1 . The V-Grooved Front Face of the source body is blackened and recessed in a 
black sleeve. 



Figure 2. The Semiairtight Chamber that houses the source is purged with dry nitrogen 
gas to prevent the formation of dew or frost at the low operating temperature. 
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vents the window from cooling to be- 
low the ambient dewpoint and fogging 
up. 

To make it possible to cool the black- 
body to an operating temperature as 
low as -100°C, it is necessary to bring 
the dewpoint and frost-point tempera- 
tures inside the chamber below the op- 


erating temperature to prevent the build- 
up of frost on the front surface of the 
blackbody. This is done by purging the 
chamber with dry nitrogen gas from a 
Dewar flask containing liquid nitrogen. 

This work was done by Cecil G. 
Burkett, Jr., and Kamran Daryabeigi of 
Langley Research Center. For fur- 


ther information, write in 82 on the 
TSP Request Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be 
addressed to the Patent Counsel, Lang- 
ley Research Center [see page 26], 
Refer to LAR- 1 4943. 


Measuring Moduli of Elasticity at High Temperatures 

Shorter, squatter specimens and higher frequencies are used in an ultrasonic measurement technique. 
Lewis Research Center, Cleveland, Ohio 


An improved version of the piezo- 
electric ultrasonic composite oscillator 
technique is used to measure the mod- 
uli of elasticity of solid materials at high 
temperatures. The utility of the previous 
version of the technique is limited by the 
need for cylindrical specimens that have 
length/diameter ratios > 5; for example, 
typical specimens of CoAl, FeAl, and 
NiAl must be 45 mm long and 3 mm in 
diameter (length/diameter = 1 5). In many 
cases, newly developed materials cannot 


be fabricated into specimens that have 
such sizes and shapes, but they can be 
formed into shorter, squatter specimens. 

In the prior version of the technique, 
the operating frequency was 20 kHz. In 
the improved version, piezoelectric crys- 
tals of higher resonant frequency are used, 
enabling measurements on specimens 
as short as 8 mm. Furthermore, a review 
of the literature revealed a correction term, 
published in 1938, that enables meas- 
urements to be taken at length/diameter 


ratios less than 5. The improved version 
of the technique has been used to de- 
termine the modulus of elasticity of poly- 
crystalline alumina as a function of tem- 
perature up to 1,473 K (2,192 °F) and that 
of single-crystal copper from room tem- 
perature to 923 K (1,202 °F). 

This work was done by Alan Wolfenden 
of Texas A&M University for Lewis Re- 
search Center. For further information, 
write in 78 on the TSP Request Card. 
LEW-15138 
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Ultrasonic System Measures Elastic Properties of Composites 

Measurements with leaky Lamb waves yield data on properties and defects of panels. 

NASA's Jet Propulsion Laboratory, Pasadena, California 



Two Ultrasonic Transducers operating in pitch/catch mode excite and detect leaky 
Lamb waves in the specimen. Elastic properties of the specimen and defects within it 
can be characterized from the dispersion curves of the leaky Lamb waves. 


An ultrasonic testing system nonde- 
structive^ measures elastic properties of, 
and defects in, a panel of laminatecLfiber/ 
matrix (e.g., graphite/epoxy) material. The 
system acquires data on the dispersion 
of ultrasonic waves at various angles of 
incidence and reflection and inverts the 
data to obtain the moduli of elasticity of 
the material. 

As shown in the figure, the specimen 
panel is immersed in water along with 
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two ultrasonic transducers that operate in 
a pitch/catch mode. The positions and 
orientations of the transducers and spec- 
imen are controlled simultaneously so 
that the fibers in the specimen are ori- 
ented at a desired angle with respect to 
the plane of incidence and so that the 
angle of reflection at the receiving trans- 
ducer equals the angle of incidence. 

The angle of incidence and the fre- 
quency or frequencies of the ultrasonic 


waves are chosen to excite leaky Lamb 
waves in the specimen. (Lamb waves de- 
note guided elastic waves in a plate of 
finite thickness having free surfaces. Leaky 
lamb waves are guided waves in a plate 
immersed in fluid.) The leaky component 
of the waves interferes with specular 
reflection of the incident acoustic wave, 
giving rise to two reflected beams with a 
null between them. The receiving trans- 
ducer is positioned in this null. 

NASA Tech Briefs. November 1993 


The frequencies at which Lamb waves 
can be excited in the specimen depend 
on the angle of incidence, the orientation 
of the fibers in the specimen, the thick- 
ness of the specimen, and the elastic prop- 
erties of the specimen material. The fre- 
quency at which two reflected beams 
with an intervening null are excited at a 
given angle of incidence can be used to 
identify a leaky-Lamb-wave mode. The 
dispersion curves (phase velocities vs. 
frequencies) of leaky-Lamb-wave modes 
at various orientations of fibers and at 
bonds between the specimen and other 
materials (e.g., metals) provide significant 


Experiments have demonstrated the 
utility of slow-wave isolation between the 
transmitting and receiving transducers 
in acoustic measurements of sound speed 
and/or flow velocity in ducts. More spe- 
cifically, this finding pertains to acoustic 
measurements of speeds of flow of low- 
molecular-weight gases at pressures low 
enough to be contained in thin-walled 
metal conduits. 

In an acoustic measurement of the flow 
of a gas in a duct, a transmitting and a 
receiving transducer are attached at dif- 
ferent positions along the conduit. The 
measurement process includes the prop- 
agation of ultrasonic pulses through the 
gas from the transmitting to the receiv- 
ing transducer. Ultrasonic pulses can 
also propagate in the wall of the con- 
duit from the transmitter to the receiver, 
causing interference that can degrade 
the measurements or make them use- 
less. Therefore, to obtain accurate and re- 
liable measurements, it is necessary to 
isolate (with respect to acoustic propa- 
gation in the wall) the receiver from the 
transmitter. Heretofore, in a typical meas- 
urement of this type, the acoustic-iso- 
lation problem was solved by (1) coup- 
ling the transducers to the gas via ports 
in the conduit and (2) mounting the trans- 
ducers with isolating gaskets. 

In the slow-wave acoustic-isolation 
technique, it is not necessary to make 
holes in the wall. Instead, the equip- 
ment is configured so that ultrasonic 
pulses propagate more rapidly in the 
gas than in the wall. Thus, each “gas” 
pulse can reach the receiver and be 
processed into measurement data be- 
fore the associated interfering “wall" 
pulse arrives at the receiver. 

The experiments on the slow-wave- 


information about defects and about the 
properties of the specimen composite ma- 
terial. An inversion algorithm extracts this 
information from the dispersion curves. 
In particular, it computes five stiffness co- 
efficients that are needed to character- 
ize the composite laminate as an ortho- 
tropic material. 

This work was done by Yoseph Bar- 
Cohen of Caltech and Ajit K. Mai of 
UCLA for NASA’s Jet Propulsion Lab- 
oratory. For further information, write 
in 7 on the TSP Request Card. 
NPO-18729 


isolation technique were performed in 
flow cells made of thin-wall stainless- 
steel (SS) conduit. Some of the walls were 
about 0.5 mm thick; others were only 0.1 
mm thick and convoluted. The cells con- 
tained helium at room temperature. It was 
found that 100-kHz ultrasonic pulses 
that propagated through the helium 
could be made to arrive at the receivers 
in advance of the pulses that propagat- 
ed in the walls. 

The lower speed of propagation in 
the wall is attributed to the low phase ve- 
locity of the asymmetrical (flexural) wave 
of lowest order at wavelengths much 
greater than the wall thickness. If this is 
the predominant mode, then effective 
acoustic isolation is obtained. However, 
other modes are not necessarily delayed 
as long as this one is; consequently, there 
is no guarantee that they will not inter- 
fere with measurements. 

Fortunately, a method was eventually 
found to attenuate nearly all of the in- 
terfering conduit-borne noise, so that by 
1992 a commercial version of an all-SS- 
bounded cell became available, suit- 
able for gas pressures from about 3 to 
515 psia (2.1 xIO 4 to 3.55x10 6 N/m 2 ). 
These cells are now in use to measure 
flow and/or the average molecular weight 
of binary gas mixtures (gas-concentra- 
tion analysis). 

General background information is 
contained in Lynnworth, Lawrence C., 
Ultrasonic Measurements for Process 
Control, 720 pp: (1989), Academic Press, 
accessible through public libraries. 

This work was done by Lawrence C. 
Lynnworth and Marco Aurilio of Pana- 
metrics, Inc., for Lewis Research Cen- 
ter. No further documentation is available. 
LEW-15131 



Slow-Wave Acoustic Isolation 
for Measurement of Flow 

Propagation of interfering signals is delayed. 
Lewis Research Center, Cleveland, Ohio 
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Materials 


Recovering Trichloroethane From Nitrogen Gas 

Trichloroethane is condensed in liquid nitrogen. 

Marshall Space Flight Center, Alabama 



The Manifold promotes the condensation of trichloroethane. Each of the U-shaped sections 
is packed with pall rings to increase the contact area and create turbulence for increased 
transfer of heat to the liquid nitrogen that normally fills the tank. 


A simple apparatus recovers trichlo- 
roethane from nitrogen gas. The ap- 
paratus is useful where hardware is 
cleaned with trichloroethane solvent, 
then dried with hot nitrogen gas. In- 
evitably, the hot gas absorbs some sol- 
vent, and if the gas is simply released 
to the atmosphere, the entrained sol- 
vent can constitute a health hazard 
and contribute eventually to the deple- 
tion of ozone from the upper atmos- 
phere. The release of trichloroethane 
may also make a user liable for emis- 
sion fees required by law. 

The apparatus consists of a manifold 
immersed in liquid nitrogen in an insu- 
lated tank cart (see figure). The mani- 
fold comprises five parallel U-shaped 
sections filled with pall rings, which are 
normally used as packing in distilla- 
tion columns to increase the contact 
surface area and add turbulence to 
the flow. Trichloroethane-rich nitrogen 
gas flows from a hose into the mani- 
fold, then spreads into the five sections, 
emerges from the open ends of the 
five sections, then bubbles up through 
the liquid nitrogen. The gas cools as it 
passes through the manifold and liquid, 
and most of the trichloroethane con- 
tent condenses in the liquid nitrogen. 

The apparatus was tested, using 
Simulated hardware from which the ef- 
fluent nitrogen gas contained more 
than 350 ppm trichloroethane (as 
measured at the inlet to the manifold). 
The concentration of trichloroethane 
measured above the liquid-nitrogen 
bath was only 28 ppm. 

After condensing the trichloroethane, 


the liquid nitrogen can be transferred 
to another open tank. There, the liquid 
nitrogen boils off, leaving the trichlo- 
roethane. The trichloroethane can be 
recycled further reducing the cost of 
the cleaning process. 


This work was done by Timothy 
S. Shepard and Michael L. Cassident 
of Rockwell International Corp. for 

Marshall Space Flight Center. No 

further documentation is available. 
MFS-29891 


Chemical Strips Anodic Film From Aluminum 

A phosphoric acid solution offers advantages over other stripping solutions. 
Lyndon B. Johnson Space Center, Houston, Texas 


A chemical solution that consists of 
about 30 volume percent phosphoric 
acid and 70 volume percent deionized 
water dissolves anodic films from alu- 
minum and aluminum-alloy detail parts. 
In comparison with alternative strippers, 
phosphoric acid solution is very effec- 
tive: it is 99 percent as effective as the 


most-effective stripper, which is a solu- 
tion that contains chromate, and it is 
more effective than other strippers are. 
It is also safer to use in that it does not 
have to be heated, it is noncarcinogenic, 
and it contains no fluorides. It is also rel- 
atively environmentally benign, especial- 
ly in comparison with chromate, so that 


disposal of the used solution is easier 
and regulatory permits for stripping proc- 
esses can be obtained more easily. Al- 
so in comparison with other stripping 
solutions, which attack aluminum met- 
al after dissolving the overlying anodic 
(aluminum oxide) film, the phosphoric 
acid stripper ceases its chemical attack 
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Three ways to get the most out of your designs. 



Whether your designs call for 
strength or softness, rigidity or 
resilience, chances are Elf Atochem 
has an engineering polymer to meet 
your needs. 

Rilsan’ Polyamides come in a 
variety of grades with outstanding 
physical properties. They are ideally 
suited for high performance hose 
and tube applications. Rilsan 
Polyamides are also easily injection 
molded and rotationally molded. 

Pebax' Thermoplastic 
Elastomers give designs a friendly, 
tactile feel. They offer a combina- 
tion of performance characteristics 
that bridge the gap between 
plastics and rubber. Perfect for 
sporting goods, belting, and 
medical applications. 

Rilsan Polyamide 11 Powder 
Coatings provide an unbeatable 
combination of wear and corrosion 
resistance. A low coefficient of 
friction allows moving parts to 
withstand years of impact. 

With Elf Atochem, you get far 
more than just a broad line of 
polymers. You also get the added 
value of our many years of 
experience. And thanks to our 
global distribution network, you’re 
never far from service and support, 
no matter where in the world your 
business takes you. 

To learn more about our compre- 
hensive line of engineering poly- 
mers, call 1-800-225-7788. Or write 
Elf Atochem North America, Inc., 
Engineering Polymers, 2000 Market 
Street, Philadelphia, PA 19103. 


elf atochem 

ZOO 


to a much greater extent after having 
dissolved the anodic film, so that less 
process control is needed in its use. 

The concentration of acid in the strip- 
per can vary by ±5 percent without loss 
of effectiveness. A small amount (<0.05 


percent by volume) of surfactant (a wet- 
ting agent like dodecylbenzenesulphon- 
ic acid) can be added. Parts can be 
stripped of anodic coats by immersing 
them in this solution at room tempera- 
ture in 5 to 10 minutes. Parts to be thus 


stripped should not include areas that 
could trap the stripping solution. 

This work was done by Eric C. 
Eichinger of Rockwell International Corp. 

for Johnson Space Center No further 
documentation is available. MSC-22136 


Spray-Deposited Superconductor/Polymer Coatings 

Coatings that exhibit the Meissner effect can be formed at relatively low temperature. 
Langley Research Center, Hampton, Virginia 


High-temperature (ceramic) supercon- 
ductor/polymer composite coatings have 
been formed by spray deposition fol- 
lowed by heating to a temperature much 
lower than the temperature that would 
be needed (about 950 °C) to form thick, 
continuous coatings of pure high-tem- 
perature superconductor. The polymer 
in the coating mixture not only provides 
the mechanical support that eliminates 
the need for the high-temperature treat- 
ment but also helps to protect the super- 
conductor from degradation caused by 
humidity. High-temperature-supercon- 
ductor/polymer coatings that exhibit the 
Meissner effect (the expulsion of magne- 
tic flux) can be deposited onto compo- 
nents in a variety of shapes and materi- 
als. Because only simple, readily available 
equipment is needed in the coating proc- 
ess, the coatings can be produced eco- 
nomically. The coatings could be used to 
keep magnetic fields away from elec- 
tronic circuits in such cryogenic applica- 
tions as magnetic resonance imaging and 
detection of infrared, and in magnetic 
suspensions to provide levitation and/ 
or damping of vibrations. 

The high-temperature superconduc- 
tor material used in a demonstration of 
the coating process was YBa 2 Cu 3 0 7 _ x 
powder with an average particle size of 
5 pm. The powder, as received from the 
manufacturer, was blended with a two- 
part epoxy resin and methyl alcohol to 
produce slurries. The slurries were sprayed 
onto parts of various shapes and mate- 
rials (see Figure 1) by use of a conven- 
tional spray apparatus. The coated parts 
were then placed in an oven at 120 °C to 
remove all of the methanol and to cure 
the epoxy resin. The resulting coatings 
were approximately 3 mils (about 0.08 
mm) thick and contained about 85 per- 
cent superconductor by weight. 

The composite coating adhered strong- 
ly to the surface of each part. Scanning- 
electron-microscope analysis of the com- 
posites showed that the superconducting 
ceramic particles were well distributed 
throughout the epoxy matrix, as shown 
in Figure 2. 

To test the integrity of the composite 
coatings, several specimens were cycled 
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Figure 1. Substrates of Various Shapes and Materials were coated with continuous 
surface layers of superconductor/polymer composite. 



Figure 2. This Scanning Electron Micrograph shows that the superconducting ceramic 
particles are well distributed throughout the epoxy matrix. 


between room temperature and 77 K substrate, this thermal cycling did not 

10 times. Except in the case of a glass cause the coatings to crack or to sepa- 
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SPECIFY INCO SPECIALTY POWDERS 
FOR WIDE RANGE OF 
ELECTRONIC APPLICATIONS 



Inco Type T 287 Filamentary Powder, particle size (FSSS) 
2. 6-3. 3 microns, apparent density 0.75-0.95 g/cc, relative 
surface resistivity 0.30 ohms per square ( □ ). 



Novamet HCA-i Flake, screen mesh 98% minus 400, 
apparent density 0.90 g/cc. thickness 1.0-1. 1 microns, 
surface resistivity 0.25 Q/D. 


Inco Specialty Powder Products now has a wide 
range of nickel and coated powders with exceptional 
conductive and magnetic properties These properties 
make them ideal for a spectrum of electronic applica- 
tions such as conducting film technology, coatings, 
adhesives, gaskets and EMI shielding. 

EXTENSIVE PRODUCT RANGE 

The development of computer processed control 
coupled with the continuous powder production 
improvements enables us to meet your most stringent 
powder specifications for electronic applications. 

In addition to the products pictured above, INCO SPP 
has available the following high performance powder 
products. Novamet Conductive Nickel Spheres, particle 
size (FSSS) 8-9 microns apparent density 3.2-3 5 g/cc, 
surface resistivity 1 .0 ohms per square. Novamet 525 
Conductive Nickel Pigment, screen mesh 100% minus 
400, particle size 3.2 microns, 0.65 BET surface area 
m /g, surface resistivity 0.35 ohms per square. Silver 
Coated Nickel Flake. 15% Ag, 2.6 g/cc apparent den- 
sity, particle size (FSSS) 15 microns, screen mesh 99% 
minus 200, surface resistivity 0.04 ohms per square. 

Magnetic ferrites and surge arrestor applications also 



Novamet Silver Coated Nickel Spheres, 15% Ag, 

2.5 g/cc apparent density, particle size 10 microns, 
screen mesh 99%-250, surface resistivity 0.03 Q/D. 



Novamet Nickel Coated Graphite. 60% fully encapsulated Ni, 
apparent density 1.6 g/cc. particle size (FSSS) 100 microns, 
screen mesh 63% - 150/ +250, surface resistivity 0.3 Q/D. 


use our specialized range of nickel oxides. High Purity 
Black Nickel Oxide, 77.2% Ni, BET 75 (m /g) particle 
size (FSSS) 5.2 microns, minus 325 mesh 99% plus. 
Green Nickel Oxide, 78.5% Ni, BET 3 (rrT/g) particle 
size 1.6 microns, - 325 mesh 100%. 

Inco Specialty Powder Products is your unique 
source for custom fitting high performance powders into 
electronic applications. Our customer focused, world- 
wide marketing service group is ready to help you with 
your current and future needs. 

For more information write INCO Specialty Powder 
Products, Dept. 1-90, Park 80 West-Plaza Two, Saddle 
Brook, NJ 07662 


INCO SPP 

Park 80 West-Plaza Two, Saddle Brook, NJ 07662 
Shin-Muromachi Building, 4-3 Nlhonbashi-Muromachi 2-Chome. 

Chuo-ku. Tokyo 103 Japan 
1-3 Grosvenor Place, London SW1X7EA England 
15/FI Wilson House. 19-27 Wyndham Street Central. Hong Kong 
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rate from the substrates. Specimens 
were also immersed in water: x-ray dif- 
fraction patterns of these specimens 
made before and after immersion showed 
that the superconducting powder had 
not deteriorated during immersion. 

The spray-application process should 
be readily adaptable to ceramic super- 
conducting compounds other than 


YBajCugO^ and to commercially avail- 
able polymers other than the epoxy used 
in the demonstration. Such other coat- 
ing techniques as painting or dipping 
could also be used. 

This work was done by Stephanie A. 
Wise and Sang Q. Tran of Langley Re- 
search Center and Matthew W. Hooker 
ofClemson University. For further infor- 


mation, write in 93 on the TSP Request 
Card. 

This invention is owned by NASA, 
and a patent application has been filed. 
Inquiries concerning nonexclusive or ex- 
clusive license for its commercial devel- 
opment should be addressed to the 
Patent Counsel, Langley Research Cen- 
ter [see page 26]. Refer to LAR- 14 729. 


Processible Polyazomethines 

The processibility is enhanced by incorporating trifluoromethylbenzene units into the molecules. 
Langley Research Center, Hampton, Virginia 


o o 

H-N-R-NH, + H-C-R'-C-H ► (. N=CH-R -CH=N-R 

‘ ‘ 71 

Notes: 1 . n is an integer. 



Polyazomethines Containing Trifluoromethylbenzene Units were synthesized 
according to this general reaction scheme. 


Aromatic polyazomethines (polymines) 
that contain pendent trifluoromethyl groups 
demonstrate enhanced processibility in 
comparison with their nonfluorinated 
counterparts. This enhanced processi- 
bility is the result of two unexpected prop- 
erties: high solubility in common organ- 
ic solvents and lack of crystallinity. These 
properties coupled with the ability of this 
class of polymers to undergo exchange 
reactions at elevated temperatures allow 
these materials to moderate their mole- 
cular weights during processing, which 
affects the resulting mechanical prop- 
erties after processing. These fluorinat- 
ed polyazomethines form amorphous 
(isotropic) films that have excellent me- 
chanical properties. They may be used 
in moisture-free environments as elec- 
tronic semiconducting films and adhe- 
sives, and as matrix resins for advanced 
structural composites. 

The general proedure to synthesize 
these fluorinated polyazomethines in- 
volved treating terephthalaldehyde or a 
mixture of terephthalaldehyde and iso- 
phthalaldehyde with one or more of the 
following diamines: 2,2'-bis(trifluorometh- 
yljbenzidine (Marshallton Labs Inc.), 
oxybis-4,4-diamino-2,2'-bis(trifluorometh- 
yl)benzene, 3,5-diaminobenzotrifluoride 
(Occidental Chem. Corp.), and 2,5-di- 
aminobenzotrifluoride. The reaction (see 
figure) was carried out in refluxing DMAc 
for 18 h at a 10 weight-percent solids con- 
centration. The resulting polymers were 
precipitated into methanol, forming bright 
yellow powders. These powders were 
collected by filtration and dried under 
vacuum at 135 °C. 

Several polymers that contained less 
than a 50 percent molar equivalent of 
fluorinated monomers were also synthe- 
sized by the same method. The fluori- 
nated monomers were partially substi- 
tuted with 3,4'-oxydianiline or benzidine. 
Unlike their nonsubstituted counterparts, 
these polymers precipitated from the 
reaction mixture in a few hours, form- 
ing intractable, insoluble powders. 

The fluorinated polyazomethines were 


redissolved in DMAc at a 20 weight-per- 
cent solids concentration, and poured 
onto glass plates. These solutions were 
dried under flowing air until tack-free, and 
the resulting films were heated under 
vacuum in 2 h increments at 100°, 150°, 
180°, 210°, and 240 °C, respectively; or 
alternatively, 100°, 150°, 200°, 250°, and 
300 °C. Depending on the monomer(s) 
chosen for generating the polyazomethine, 
the thermal treatment either increased 
or decreased the molecular weight of the 
polyazomethine. 

The polyazomethines did not display 
any transitions by differential scanning 
calorimetry, but the glass-transition tem- 
peratures from thermal mechanical a- 
nalysis, and from the tan 5 in dynamic 
mechanical spectrometry, ranged from 
200 °C to 250 °C. The resulting polymer 
films were soluble in a variety of solvents 
(including DMAc, N-methylpyrolidinone, 
dimethyl sulfoxide, tetrahydrofuran, m- 
cresol, and chloroform) and displayed 


excellent mechanical integrity. Except for 
their elongation at break (which ranged 
from 3.7 to 12.3 percent), their mechan- 
ical and physical properties were com- 
parable with those of Kapton™ HN100 
polyimide film (which exhibited an elon- 
gation at break of 82.2 percent). 

Wide-angle x-ray diffraction (WAXD) 
patterns of these polymers showed a lack 
of crystallinity and long-range order. The 
coefficients of thermal expansion of films 
of a few of these amorphous polyazo- 
methines were found to range from 
8.5 x 1CT 6 /°C to 15.6 x 1Cr 6 /°C and in 
some cases were linear from 60 ° to 150 °C. 

This work was done by Robert G. 
Bryant of Langley Research Center 
For further information, write in 100 
on the TSP Request Card. 

Inquiries concerning rights for the 
commercial use of this invention should 
be addressed to the Patent Counsel, 
Langley Research Center [see page 
26] Refer to LAR- 14896. 
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"EVER SINCE WE INVENTED IT... 
WE'RE STILL DOING 
THE IMPOSSIBLE" 



. . . like creating the industry's most advanced microminiature 
color camera which uses the latest ultrasenstive CCD imager 
and provides twice the light sensitivity for the highest 
resolution available. ^ 

Our new 1K-M4IA camera uses breakthrough 
microlens technology to give you crisp, clear images 
even in very low light, and in very small spaces. The 
1K-M41A has minimum illumination of only 5 lux (F1.6 

and more than 470-line horizontal resolution, 
at 48dB signal-to-noise ratio. And, its compact 
profile (1 1/2” long, 5/8” diameter) lets you 
use it almost anywhere, up to 100 feet from 
the CCU. 





In 


The IK-M41A's newly developed 
electronic light control enables it to 
automatically adjust for light intensity. It 
offers both a selectable electronic shut- 
ter ( 1/60 to 1/10,000 second) and a 

full Auto-shutter to 1/50,000 second, controlled by a 
new exclusive TOSHIBA ASIC. And in addition to 
composite and S-video, RGB output provides 
enhanced color fidelity and purity. 

For more information on the 1K-M41A call 
(800) 253-5429, extension 397. Find out how 
Toshiba continues to deliver the impossible in micro- 
miniature camera technology. 


In Touch with Tomorrow 

TOSHIBA 


TOSHIBA AMERICA C. P . LNC., IIT Group, 1010 Johnson Drive, Buffalo Grove, Illinois 60089-6900 

For Mora Information Write In No. 482 




Computer Programs 


COSMIC: Transferring NASA Software 

COSMIC, NASA'S Computer Software Management and Information Center, distnbutes software developed with 
NASA funding to industry, other government agencies and academia 

COSMIC's inventory is updated regularly; new programs are reported in Tech Bnefs. For additional information on 
any of the programs described here, circle the appropriate TSP number 

If you don't find a program in this issue that meets your needs, call COSMIC directly for a free review of programs 
In your area of interest. You can also purchase the annual COSMIC Software Catalog, containing descnptions and 
ordering information for available software 

COSMIC is pari of NASA’s Technology Transfer Network 


COSMIC®— John A. Gibson. Director. 

Phone (706) 542-3265; FAX (706) 542-4807 
The University of Georgia. 382 East Broad Street. 
Athens. Georgia 30602 



All New! 


The first fully-automatic solid mesh generator 
that works from a surface mesh. 

Unlike others, Hypergen lets you precisely specify the mesh. This feature not only 
provides full control but also enhances Algor’s fit into your CAD/CAM environment. 


A 

Using Algor, create the basic wireframe geometry, add surfaces 
and do intersections. You can exchange wireframe or surfaces 
with major CAD/CAM systems’. The basic geometry and 
surfaces can be Fully Parametric allowing you to create your 
model faster and perform more design iterations in a given 
amount of time. 

B 

Trim the surfaces to create the final part. Note the parameters 
that determine the mesh density. You can exchange the model 
with maior CAD/CAM systems. 

c 

Algor creates the surface mesh based on the parametric 
geometry and mesh parameters. No other system gives you 
this full control over the final surface mesh. You can exchange 
this surface mesh with major CAD/CAM systems. If desired, add 
FEA loads and boundary conditions to the original surface mesh 
without effecting the solid mesh. 

D 

Process the surface mesh through Hypergen to create the 3-D, 
solid, tetrahedral mesh. We have removed some elements to 
hiqhlight the tetrahedra. 

E 

Display the final design. You control the mesh gradients for true 
"WYSIWYG" (what you see is what you get) results. Use Algor’s 
EAGLE engineering environment for fully adaptive meshinq. 

F 

You can use this model for a wide variety of design options, or 
analyze it using Algor’s full range of FEA processors. This 
example shows a von Mises Stress contour. Note the use of the 
new "slice" command to see stress levels within the solid model. 
You can export this model to any other vendor's finite element 
analysis program ’’ using Algor’s well documented neutral file 
format. 


* Import from and export to such systems as those from Parametric Technologies 
Corporation, Computervision, Autodesk. Aries Technology. Inc., IBM, SDRC, Inter- 
graph. ** Such as systems from The MacNeai-Schwendler Corporation. Structural 
Research & Analysis Corp., Swanson Analysis Systems, Inc., PDA Engineering. 
Copyright © 1993 Algor, Inc. 


Now every company can 
have world class design 
software with world class 
engineering built in. 

Algor is a world leader in engineer- 
ing design and analysis software. 
More than 10,000 engineers in 50 
states and more than 60 countries 
prefer Algor software's modeling 
and engineering power. 

• Linear stress, vibration and natural 
frequency, steady-state and 
transient heat transfer, nonlinear 
heat transfer, steady-state and 
transient fluid flow, composite 
elements, electrostatic 

• High-end nonlinear stress, 
vibration and natural frequency 
finite element analysis 

• ASME piping analysis with code 
checking 

• Kinematics and rigid-body 
dynamics 


+RLGOR 

150 Beta Drive 

Pittsburgh, PA 15238-2932 USA 
412-967-2700 Fax: 412-967-2781 
In California: 714-564-2541 
Europe (UK): +44 (784) 442 246 
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Computer Programs 

These programs may be obtained at a very 
reasonable cost from COSMIC, a facility spon- 
sored by NASA to make computer programs 
available to the public. For information on 
program price, size, and availability, circle the 
reference number on the TSP and COSMIC 
Request Card in this issue. 



Mechanics 


Simulating Orbital 
Operations of Spacecraft 

OOS can model orbital 
proximity and docking 
operations. 

The Orbital Operations Simulator (OOS) 
computer program was developed to im- 
plement mathematical models of com- 
plex outer-space vehicular systems and 
be a “testbed” for new flight software. 
This program has a multi-vehicular-sim- 
ulation capability to model on-orbit prox- 
imity and docking operations. Version 
1.0, with its Prepare Processor and User 
Interface Shell (Ul), was designed to be 
a true multivehicle dynamic simulator 
with the capability to change the math- 
ematical models of spacecraft subsys- 
tems easily. 

An OOS simulation application is de- 
fined by a set of model-configuration files. 
Each model-configuration file contains 
specifications for modules of source 
code and sets of data that define a sin- 
gle vehicle or environment in which the 
vehicle flies. 

The source-code-module library in- 
cludes dynamics, effector, sensor, flight- 
software, and environment modules. Dy- 
namics and kinematics modules calcu- 
late dynamic forces and torques caused 
by interactions with the environment, 
effectors, slosh effects, plume effects, 
body-flexure effects, and the like; and 
they propagate the state of the vehicle. 
Effector modules model types of hard- 
ware that provide active control for the 
vehicle; for example, jets, control mo- 
ment gyroscopes, and reel motor drives. 
Sensor modules model the radar, rate 
gyroscopes, and other sensing hard- 
ware of the vehicle(s). Flight software 
provides the guidance, navigation, and 
control of the vehicle for automated 
flight, and uses the output from the sen- 
sors to determine the control commands 
issued to the sensors. Device interfaces 
in these modules provide the capability 
to use hand controllers for input, graph- 
ics monitors for visual feedback, and 
personal computers for control of sim- 
ulation. Environment modules are gen- 
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I magine a personal digital assist- 
ant (PDA) that recognizes your 
handwriting. It’s called Newton. 
Or a desktop that you command 
with the sound of your voice. It’s 
called AV Technology. And only 
the Apple® Macintosh® has it. 

Now more than ever, your 
Macintosh is a powerful tool 
designed for the way you commu- 
nicate and the way you work. 
And, with Apple products like 
PlainTalk'“ and GeoPort ”, you can 
even access your Mac over the 
telephone and have it read your 
electronic mail to you. No key- 
boards, no codes. Retrieving data 
has never been easier. 

It’s the future of computing. 
And Government Technology 
Services, Inc. (GTSI®) brings you 
all this — and more. 

As the leading reseller of 
microcomputer and UNIX work- 


MAC TO THE FUTURE. 




Newton Message 

Pad A hand-held com- 
munications device that 
intelligently assists you as 
you capture, organize and 
communicate information 
- no matter where you are. 
(#600-362) 


> 



Apple Macintosh Centris’ 66 OAV 

Offering integrated communications technologies, a 
digital signal processor (DSP), Motorola 68040 
microprocessor, and integrated AV Technologies — 
— ,gr > including video input/output, 16- 
bit audio, and speech — this com- 
puter provides tools for the ways 
you communicate. (#600-4 1 2) 




station products to the Federal 
Government, GTSI offers more 
than 23,000 products from over 
350 manufacturers. Many of these 
products - over 12,000, in fact - 
are available on our GSA 
Schedules A and B/C. 

So, let GTSI and Apple help 
you reach out and take hold of the 
future with these exciting leading- 



$ 4,279 


Apple LaserWriter’ Pro 630 This 
600dpi, 8ppm printer is Macintosh- and 
Windows-compatible, supports TrueType", 
Adobe PostScript Level 2 and PCL 4+ fonts, 
and includes built-in EtherNet and 8MB 
memory. (#600-192) 


Authorized Readier 


International customer*: 703-631-1177 BBS#: 
tkm refers to various companies or products by 
registered trademarks, service marcs or regLstc 


Apple Macintosh Quadra" 840AV 

Simply the most powerful Macintosh computer 
ever, combining 
the advanced 
capabilities of 
the Macintosh 
Centris 660AV 
with a more ex- 
pandable archi- 
tecture. The ma- 
chine for power 
users. (#600416) 

1-800-577-7BBS (577-7227). *Not currently available on GSA Schedule. This promo 
their trade names. In most if not all cases, these designations arc claimed as trademarks, 
service marks by their respective owners. © uTSI, 1993 — All rights reserved. 



edge products. Call 1-800-999- 
GTSI today. 



ONE CALL DOES IT ALL. 
1-800-999-GTSI 



GSA B/C #GS00K93AGS6407 
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eralized for such given planets as Earth 
or Mars, and define atmospheric-den- 
sity profiles, planetary gravitational fields, 
and the like. 

The OOS testbed-execution-data- 
file software Prepare Processor pro- 
vides the OOS user with “programma- 
ble" data-file capabilities via lexical inter- 
pretation of the contents of the data file. 
The Prepare Processor software has 
the capability to interpret several forms 
of data-file entries, including mathe- 
matical operations and subroutine calls. 
It checks all run-data-file inputs for con- 
sistency and compatibility and checks 
the syntax and variable attributes for 


the entire execution data file. 

The User Interface Shell (Ul) soft- 
ware in OOS “surrounds" the rest of 
the OOS software system. It provides 
an interface between the OOS user and 
the UNIX operating system by utilizing 
the Bourne Shells of the UNIX oper- 
ating system to provide simple com- 
mands for complex operations. The Ul 
operates three major areas of the OOS 
testbed system: assembly of simulation 
application programs, operation of ap- 
plication programs, and postprocess- 
ing of data generated by application 
programs. 

During assembly of an application pro- 


gram, the OOS user simply specifies 
which vehicle(s) to simulate and the en- 
vironment in which these vehicles fly. 
The Ul performs several complex tasks 
to assemble the user's application pro- 
gram on the basis of the input. The Ul 
automatically generates application ex- 
ecutive source code to incorporate all 
software modules specified in the ap- 
plication-definition file. The Ul then com- 
piles the new executive source code, 
links the new object code to the OOS 
testbed object library, and creates data 
bases unique to the user’s application. 
The Ul utilizes high-level OOS testbed da- 
ta bases, which define software-module 
interfaces and define vehicle models. 

Version 1.0 of the Orbital Operations 
Simulator was developed on a Sun work- 
station in 1987, and replaces the previ- 
ous version that was developed in 1984 
(MSC-20941 ). The program is written in 
K & R standard C, LEX, and YACC lan- 
guages and operates under a System 
V shell. The program requires approxi- 
mately 180KB of random-access mem- 
ory. OOS 1.0 is distributed on four disk- 
ettes in PC/MS DOS format. 

This program was written by Carter 
Edwards and Robert W. Bailey of 
LinCom Corp. for Johnson Space Cen- 
ter. For further information, write in 2 
on the TSP Request Card. 

MSC-21615 


Mathematics and 
information Sciences 


Semi-Markov Unreliability 
Range Evaluator 

SURE calculates upper 
and lower bounds on 
probabilities of death states. 

The Semi-Markov Unreliability Range 
Evaluator (SURE) computer program is 
a software tool for the analysis of re- 
configurable, fault -tolerant systems. Tra- 
ditional reliability analyses are based on 
aggregates of fault-handling and fault- 
occurrence models. SURE provides an 
efficient means for calculating accurate 
upper and lower bounds for the proba- 
bilities of death states for a large class 
of semi-Markov mathematical models, 
and not merely those that can be re- 
duced to critical-pair architectures. 

The bounds calculated by SURE are 
close enough (usually within 5 percent 
of each other) for use in reliability stud- 
ies of ultrareliable computer systems. 
The SURE bounding theorems have al- 
gebraic solutions and are consequently 
computationally efficient even for large 
and complicated systems. SURE can 


ARE YOU SPENDING 
TOO MUCH TIME 
DRAWING FLOWCHARTS? 

YOU NEED FLOW CHARTING™ 3. 



Every day, professionals worldwide save time 
and money using Flow Charting 3. It's fast, 
efficient, easy to use, and always produces 
presentation-perfect charts and diagrams. 

With Flow Charting 3's built-in flexibility, 
you can create customized charts using a 
variety of shapes, lines, and text — 
placed where you want them. 

Plus, Flow Charting 3 is now available in a 
LAN version. Making it easy to share files and set 
up work groups for specific projects. 

And it's backed with free technical support and a 
90-day no-risk guarantee. So if you're spending too 
much time drawing charts, call for a free demo and 
see for yourself what makes Flow Charting 3 the 
best-selling flowcharting software. 

See your dealer today! Or for a 
free interactive demo disk, call 
1-800-525-0082, ext. 282 

International: 408-778-6557, ext. 282 




a 



BUTTON & BUTTON 

Software Corporation 


Novell is a registered trademark of Novell, Inc. 


Excellence in charting the flow of ideas! 


Patton & Patton Software Corp. 485 Cochrane Circle, Morgan Hill, CA 95037 


For More Information Write In No. 499 
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optionally regard a specified parameter 
as a variable over a range of values, en- 
abling an automatic sensitivity analysis. 

Highly reliable systems employ redun- 
dancy and reconfiguration as methods 
of ensuring operation. When such sys- 
tems are modeled stochastically, some 
state transitions are orders of magni- 
tude faster than others; that is, recovery 
from faults is usually faster than arrival 
of faults. SURE takes these time differ- 
ences into account. Slow transitions are 
described by exponential functions, and 
fast transitions are modeled by either 
the White or Lee theorems based on 
means, variances, and percentiles. 

The user must assign identifiers to 
every state in the system and define all 
transitions in the semi-Markov model. 
SURE input statements are composed 
of variables and constants related by 
such FORTRAN-like operators as =, +, *, 
SIN, EXP, and the like. There are a dozen 
major commands, such as READ, REA- 
DO, SAVE, SHOW, PRUNE, TRUNCate, 
CALCulator, and RUN. Once the state 
transitions have been defined, SURE cal- 
culates the upper and lower probability 
bounds for entering specified death 
states within a specified mission time. 
SURE output is tabular. 

The mathematical approach chosen 
to solve a reliability problem can vary 


with the size and nature of the prob- 
lem. Although different solution tech- 
niques are utilized on different programs, 
it is possible to have a common input 
language. The Systems Validation Meth- 
ods group at NASA Langley Research 
Center has created a set of programs 
that form the basis for a reliability-anal- 
ysis workstation. The set of programs are 
the SURE reliability-analysis program 
(COSMIC program LAR-13789, LAR- 
14921); the ASSIST specification inter- 
face program (LAR-14193, LAR-14923); 
the PAWS/STEM reliability-analysis pro- 
grams (LAR-14165, LAR-14920); and the 
FTC fault-tree tool (LAR-14586, LAR- 
14922). FTC is used to calculate the 
probability of the top event in a fault 
tree. PAWS/STEM and SURE are pro- 
grams that interpret the same SURE 
language but utilize different methods 
of solution. ASSIST is a preprocessor 
that generates SURE language from a 
more abstract definition. 

SURE, ASSIST, and FAWS/STEM are 
also offered as a bundle. Please see the 
abstract for COS-10039/COS-10041, 
SARA — SURE/ASSIST Reliability A- 
nalysis Workstation, for pricing details. 

SURE was originally developed for 
DEC VAX-series computers running VMS 
and was later ported for use on Sun 
computers running SunOS. The VMS 


version (LAR-13789) is written in PAS- 
CAL, C language, and FORTRAN 77. 
The standard distribution medium for 
the VMS version of SURE is a 9-track, 
1,600-bit/in. (630-bit/cm) magnetic tape 
in VMSINSTAL format. It is also avail- 
able on a TK50 tape cartridge in 
VMSINSTAL format. Executable codes 
are included. The Sun UNIX version 
(LAR-14921) is written in ANSI C lan- 
guage and PASCAL. An ANSI-compli- 
ant C compiler is required to compile the 
C portion of this package. The stand- 
ard distribution medium for the Sun ver- 
sion of SURE is a 0.25-in. (6.35-mm) 
streaming-magnetic-tape cartridge in 
UNIX tar format. Both Sun3 and Sun4 
executable codes are included. SURE 
was developed in 1988 and last updat- 
ed in 1992. 

DEC, VAX, VMS, and TK50 are trade- 
marks of Digital Equipment Corp. UNIX 
is a registered trademark of AT&T Bell 
Laboratories. Sun OS, Sun3, and Sun4 
are trademarks of Sun Microsystems, 
Inc. 

This program was written by Ricky 
W. Butler of Langley Research Cen- 
ter and David P. Boerschlein of Lock- 
heed Engineering & Sciences Co. For 
further information, write in 92 on the 
TSP Request Card. 

LAR-14921 



COMPUTER 
TIMING MODULES 

Microsecond resolution data time tagging, event time 
capture, and programmable pulse/ interrupt strobes. 


Featuring Platforms 

■ Real Time Clocks ■ PC ■ 

■ GPS Satellite ■ VME ■ 

Receivers ■ VXI ■ 

■ I RIG Time Code 
Translation Generation 



be 


BANCOMM 

Division of Datum Inc. 

1 - 800 - 348-0648 


MASTERS OF 
TIME 


since 1972 


— 
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Mechanics 


Calibration Fixture for Anemometer Probes 

The probe can be positioned repeatably at a number of different angles. 


Lewis Research Center, Cleveland, Ohio 



A fixture facilitates the calibration of 
three-dimensional sideflow thermal ane- 
mometer probes. With the fixture, a probe 
can be oriented at a number of angles 
throughout its design range. The probe 
readings can then be calibrated as a func- 
tion of orientation in the airflow. The cali- 
bration is repeatable and verifiable. 

The fixture includes a horizontal base- 
plate (see figure) that contains two con- 
centric rings of holes. The center of the 
rings is at a point 7 in. (1 7.8 cm) out from 


one edge of the plate. A pair of screws on 
the underside of a probe holder can be 
placed (with a sliding fit) in any two coradial 
holes in the baseplate. The yaw angle of 
the probe can thus be selected in 5° in- 
crements within a range of ±50° from the 
centerline of the plate. 

A probe holder can also be mounted on 
a pitch arm and the pitch arm, in turn, 
mounted on another probe holder on the 
baseplate. The probe on the probe holder 
on the pitch arm is aimed 60° downward 


toward the center of yaw and pitch. 

A probe mounted in either probe holder 
can also be rolled ±45° about its longitu- 
dinal axis while aimed with the desired yaw 
and pitch. Pointers and scribed scales in- 
dicate the angles of roll, pitch, and yaw. 

This work was done by Charles R. Lewis 
and Robed T. Nagel of Nodh Carolina 
State University for Lewis Research 
Center. For fudher information, write in 
85 on the TSP Request Card. 

LEW-15165 


Controlled-Crack-Growth Testing of Brittle Materials 

Specimens and fixtures are designed to prevent runaway growth of cracks. 

Lewis Research Center, Cleveland, Ohio 


A simple design for a fixture and speci- 
men significantly improves the crack-growth 
fracture testing of ceramics and other brit- 
tle materials. The task is to obtain con- 
trolled, stable growth of a mode-1 crack 
(in essence, a through-the-thickness pried- 
open crack in a plate specimen). Hereto- 
fore, it has been difficult or impossible to 
accomplish this task with a specimen in 


the primary load path of a typical hydrau- 
lically driven testing machine: when the 
crack in the specimen extends, potential 
energy stored in the elasticity of the ma- 
chine and loading fixture is suddenly re- 
leased into the specimen, causing unsta- 
ble, runaway crack growth. 

The new design for the fixture and speci- 
men makes it possible to impose a crack- 


mouth-opening displacement that remains 
at or close to the prescribed value even 
when the crack extends. The specimen is 
removed from the primary load path to a 
secondary load path, and the fixture is 
made very stiff with respect to the crack- 
mouth-opening displacement, so that, to 
a close approximation, the fixture acts as 
an unyielding actuator that enforces the 
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A Typical Specimen, is machined to the dimensions shown here. The pin fits snugly in the 
hole specimen. When the pin is compressed axially, it bulges outward (in Poisson expan- 
sion), pushing on the hole and forcing the crack to open by the amount of the bulge. 


prescribed displacement. 

Each specimen is machined into a flat 
plate, a hole near the edge is cut and 
ground with diamond-coated tools, and a 
notch is cut from the inner edge of the hole 
part way into the plate (see figure). A high- 
speed-steel circular loading pin fits snug- 
ly in the hole. The pin, with the specimen 
attached, is placed in the load path of a 
compression-testing machine. 

When the pin is compressed axially by 
the machine, it bulges outward, opening 
the crack mouth. The amount of opening 
that can be enforced in this way is very 
small (about 8 /im at a typical maximum 
pin compression of 22 kN). However, very 
little opening is needed (only about 5 jim 
in a typical test), and one important advan- 
tage of this design is that by controlling the 
compressive load on the pin, one can ob- 
tain very fine control (typically within 7 nm) 
of the crack-mouth opening. 

The new design also offers important 
secondary advantages. The geometry of 
the specimen is simple, making the speci- 
men easy to machine. The fit between the 
pin and the specimen provides a self- 
aligning grip. Because the crack-opening 
force is spread over the entire surface of 
contact between the pin and specimen, 
contact stresses and the probability of fail- 
ure at or near the loading spot are reduced. 

The only significant potential elastic 
energy stored outside the specimen that 


can be transferred into the specimen upon 
extension of the crack is the energy stored 


in the radial compressive strain superim- 
posed on the pin by the crack-mouth- 



rklfiNTUM 

Optics 

Company 


OUR NEW CATALOG 

The Best Combination of 
Quality, Price and Delivery 
on Precision Optics 


A LENSES 

Many different types. 

A MIRRORS 

Laser, partially reflecting, broadband, metal. 

A BEAMSPLITTERS 

R/T ratios, polarizing, non-polarizing. 


A PRISMS 

Bending, folding, cubes, uncoated. 

A WAVEPLATES 

Multiple and zero order, crystal 
quartz, mica. 

A POLARIZERS 
Cubes, plates, calcite. 

PO Box 237* Pomfret, Connecticut 06258 


A WINDOWS 

Low scatter, dielectric coatings. 

A FILTERS/FILTERSETS 
Color glass, neutral density, 
band pass 

A OEM requests are welcome. Over- 
seas divisions provide high quality, 
low price and prompt delivery. 

(203) 974-6000/6001 • FAX (203) 974-6002 



opening force. This force and strain are 
relatively small, and so the amount of 
energy involved is small. 

This work was done by Anthony M. 
Calominoof Lewis Research Center Fur- 
ther information may be found in NASA 
TM-1 05565 [NX-24984] "Advanced Rotor- 
craft Transmission Program Summary, " 
and TM-1 031 26 [N90-23543], " Controlled 
Crack Growth Specimen for Brittle Systems. " 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Service, Springfield, Virginia 
22161, Telephone No. (703) 487-4650. 
Rush orders may be placed for an extra 
fee by calling (800) 336-4700. 
LEW-15388 


Short In-Line Turnbuckle 


Short body is achieved without offset. 

NASA’s Jet Propulsion Laboratory, Pasadena, California 




Nonlinear analysis of a post hitting a door 
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A proposed turnbuckle would be short- 
er than conventional tumbuckles are and 
could therefore fit in shorter spaces. At 
the same time, its ends would be coax- 
ial, unlike another short turnbuckle in 
which the ends and the axes that pass 
through them are laterally offset. [The 
laterally offset short turnbuckle was 
described in “Short Turnbuckle,” NASA 
Tech Briefs, Vol. 16, No. 7 (July 1992), 
page 71.) 

The turnbuckle would consist of the 
following parts (see figure): 

• An eye on a shank with internal left- 
handed threads, 

• An eye on a shank with external right- 
handed threads, and 

• A flanged collar with left-handed ex- 
ternal threads to mate with the shank 
of the first-mentioned eye and right- 
handed internal threads to mate with 
the shank of the second-mentioned eye. 
The flange would be knurled or hexa- 
gonal so that it could be turned by hand 
or wrench to adjust the overall length 
of the turnbuckle. 

For fine adjustments of length, the col- 
lar could be made with only right-hand- 
ed threads and different pitches inside 
and out. (Of course, the threads on the 
mating shanks of the eyes would be 
made to match the threads on the collar.) 
For example, with a right-handed exter- 
nal thread of 28 per in. (pitch = 0.91 mm) 
and a right-handed internal thread of 
32 per in. (pitch = 0.79 mm), one turn of 
the collar would change the length 
approximately 0.0045 in. (about 0.11 mm). 

This work was done by Earl Collins 
and Malcolm MacMartin of Caltech for 
NASA's Jet Propulsion Laboratory. 
For further information, write in 51 on 
the TSP Request Card. 

NPO- 18449 
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Porous Forebody 

This passive device reduces asymmetries in flows 
and aerodynamic loads. 

Langley Research Center, Hampton, Virginia 


Stereo Viewing 



A Porous Forebody, (in this case, an ogive/cone) improves the performance of an aircraft 
at both high and low angles of attack. 


A wide range of active devices have 
been conceived and developed to con- 
trol the degree of asymmetry of flows 
and aerodynamic loads on the fore- 
bodies of aircraft. These devices, which 
are designed to inhibit or promote sep- 
arations of flows on the forebodies, typ- 
ically consist of strakes, flaps, rotating 
nose apexes, slots, bumps, and other de- 
vices. In contrast, the porous forebody 
is a passive mechanical device. Porous 
forebodies should significantly enhance 
the flight characteristics of all aircraft 
by minimizing the influences of aerody- 
namics of the forebodies upon those 
characteristics. 

A porous forebody includes a porous 
outer skin and a solid inner skin. The two 
forebody skins are separated by a dis- 
tance of the order of two boundary-lay- 
er thicknesses. The arrangement can be 
regarded as that of a porous skin placed 
over a minimum-depth cavity. The porous 
skin can be created by perforating a 


solid skin or by fabricating the outer skin 
from a porous material. The internal cavi- 
ty region should have minimum block- 
age in both the circumferential and lon- 
gitudinal directions. 

The porous skin acts in combination 
with the cavity to reduce or eliminate all 
gradients of pressure that exist on the 
external side of the porous skin. The ex- 
ternal pressures on the forebody are 
modified by a combination of an equal- 
ization of the pressures within the cavi- 
ty and a modification of the boundary 
layer about the forebody due to a mini- 
mum transfer of mass into and out of 
the cavity. 

At high angles of attack and/or high-lift 
conditions, the porous nature of the fore- 
body eliminates asymmetry and unsteadi- 
ness in the flow about the forebody. It 
also eliminates the resultant asymme- 
try and unsteadiness in the aerodynamic 
loads. This asymmetry and unsteadi- 
ness can (if not eliminated) dominate 
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the flight characteristics of the aircraft. 
At low angles of attack and/or low-lift 
conditions, the porous forebody reduces 
the pressure drag at all speeds. 

Because of the passive nature of the 
porous forebody, there is no need for 
any mechanical, pneumatic, or electrical 
support equipment. The implementation 
of the porous-forebody concept requires 
negligible volume and has a minimal ef- 
fect on the weight of the aircraft. Por- 
ous forebodies could lead to safer and 
better-handling aircraft. While porous 
forebodies would likely be used primar- 
ily on aircraft, they might also be useful 


Two fixtures designed for use on the cross- 
head of a tensile testing machine simplify 
adjustments of the crosshead to accom- 
modate specimens of various lengths. With 
the fixtures, a researcher can adjust the 
crosshead without an assistant. The fixture 
eliminates the delay that is otherwise en- 
countered while an assistant is found and 
reports to the test site. It also eliminates 
the time during which the assistant is di- 
verted from another job (the adjustment 
task takes as much as half an hour). 

After the crosshead is moved along its 
supporting columns to adjust for the spec- 
imen, the bolts that clamp the crosshead 
to the supporting columns must be tight- 


on fast land vehicles and structures or 
devices subject to high winds. 

This work was done by Richard M. 
Wood and Steven X. S. Bauer of Lang- 
ley Research Center. For further infor- 
mation, write in 105 on the TSP Request 
Card. 

This invention is owned by NASA, 
and a patent application has been filed. 
Inquiries concerning nonexclusive or ex- 
clusive license for its commercial devel- 
opment should be addressed to the 
Patent Counsel, Langley Research Cen- 
ter [see page 26]. Refer to LAR- 14547. 


ened to a torque of 810 N-m (about 600 
Ib-ft). Heretofore, an assistant has been 
needed because it is necessary to hold 
each nut while its mating bolt is tightened 
to this high torque. 

The fixtures enable one person acting 
alone to tighten the bolts. Each fixture con- 
sists of a cage for one of the two pairs of 
nuts. The fixtures, made of bars, smaller 
bolts, and nuts, are clamped onto the pairs 
of larger nuts as shown in the figure. 

This work was done by John Z. 
Gyekenyesi of Lewis Research Center 
No further documentation is available. 
LEW-15292 



Two Cagelike Fixtures hold pairs of nuts, preventing the nuts from turning while bolts 
are tightened. 


Fixtures Hold Nuts During 
Tightening of Bolts 

Simple devices convert a two-worker job to a one-worker job. 
Lewis Research Center, Cleveland, Ohio 
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Machinery 


Tether Deployer and Brake 

A design concept promises speed, control, and reliability. 
Marshall Space Flight Center, Alabama 




The Reel of the Tether would include a small cylindrical core with conical flanges to 
hold about 15 percent of the line in a parallel winding. The remaining 85 percent of the 
tether would be wound on the core in a universal winding. The tether would eventually 
pass to a brake, where an orbiting guide would wrap the tether around a post. The brak- 
ing force would increase with the number of wraps. 


A proposed scheme for deploying a 
tether provides for fast, free, and snag- 
less payout and fast, dependable brak- 
ing. Developed for small, expendable 
tethers in outer space, the scheme may 
also be useful in laying transoceanic ca- 
bles, deploying guidance wires to torpe- 
does and missiles, paying out rescue 
lines from ship to ship via rockets, de- 
ploying antenna wires, releasing commu- 
nication and power cables to sonobuoys 
and expendable bathythermographs, 
and even in reeling out lines from fish- 
ing rods. 

The concept calls for a fixed reel ra- 
ther than a rotating one. With a fixed 
reel, only the tether to be paid out has 
to accelerate quickly. Therefore, there is 
less chance of overrunning and jam- 
ming so long as the rate of deployment 
is high enough that the tether does not 


unwind on its own inside the dispens- 
ing device before deployment. In com- 
parison with a rotating reel, a fixed reel 
weighs less, is more compact, and al- 
lows lower tension. Furthermore, it avoids 
large rotating masses and high-speed 
bearings. 

Outside payout was selected in pref- 
erence to inside payout. That is, the te- 
ther is released from the outer circum- 
ference of the wrapped reel rather than 
from its inside circumference. Outside 
payout avoids the need for a light ad- 
hesive to hold the winding together at 
its unsupported inside circumference. 
Outside payout also makes it easier to 
provide feedback braking. 

The tether is wrapped in a combina- 
tion of universal and parallel windings 
(see figure). In a parallel winding, each 
turn lies parallel and next to the previ- 
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ous turn. In a universal winding, the 
tether is wrapped at an angle of 7° to 
15°; it is self-supporting at the ends and 
thus needs no flange as a parallel wind- 
ing does. The universal portion of the 
winding minimizes the mass of the core 
and flanges. The inertial properties of 
the small parallel portion of the winding 
facilitate braking and control when the 
end of payout approaches. 

The enclosure for the proposed pay- 
out device includes a thin-walled cylin- 
drical metal shroud surrounding the wind- 
ing. It is capped by a cone with a hole at 
its apex, through which the tether pass- 
es as it pays out. 

The brake includes a post around 
which the line can be wrapped a desired 


number of times by an orbiting guide, 
as shown schematically in the detail in 
the figure. This simple brake provides 
tension that increases approximately 
exponentially with the number of wraps. 
Computer simulations suggest that 0 
to 5 wraps should be adequate for the 
first experiments and that 3 to 7 wraps 
will be sufficient for large loads. The 
brake can be located at a distance from 
the deployer, with the line passing through 
a tube from the winding to the brake. 

The enclosure is fitted with an opti- 
cal device that counts the number of 
turns of the tether as it leaves the wind- 
ing. A microprocessor can convert these 
data into the cumulative paid-out length 
of line and the rate of payout. Other use- 


ful instrumentation includes a micro- 
phone (to help identify the sources of 
possible malfunctions from sounds emit- 
ted by the tether), temperature sensors, 
a tensiometer, and an optical sensor to 
measure the angle of departure of the 
tether. 

This work was done by Joseph A. 
Carroll and Charles M. Alexander of En- 
ergy Science Laboratories for Marshall 
Space Flight Center. For further infor- 
mation, write in 15 on the TSP Request 
Card. 

Inquiries concerning rights for the 
commercial use of this invention should 
be addressed to the Patent Counsel, 
Marshall Flight Space Center [see page 
26]. Refer to MFS-26077. 


Finite-Element Analysis of Geared Rotors 

Rotor and gear dynamics, previously treated separately, are combined in one model. 
Lewis Research Center, Cleveland, Ohio 


A finite-element mathematical model 
represents the dynamics of a geared-rotor 
system with flexible bearings. Until recent- 
ly, the dynamics of gears and rotors were 
studied separately: early finite-element 
models for rotors represented the dynamic 
behaviors of elastic shafts carrying rigid 
disks, while most previous finite-element 
models for gears have typically represent- 


ed the torsional properties of shafts and 
gears but have neglected the lateral vibra- 
tions of the shafts and bearings. The geared- 
rotor model was developed because in 
studying the dynamic behavior of a geared- 
rotor system, it is usually necessary to con- 
sider the coupling of the torsional vibra- 
tions of the gears with the lateral as well 
as the torsional vibrations of the shafts. 


In the model, a geared-rotor system (see 
figure) is considered to consist of shafts, 
rigid disks, flexible bearings, and gears. 
When two shafts are not coupled through 
meshing gears, each gear can be repre- 
sented as a rigid disk. However, when the 
gears are in mesh, the rigid disks are con- 
sidered to be connected by a spring/dam- 
per element that represents the stiffness 
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A Typical Geared-Rotor System includes a 
motor connected to one of two shafts via a 
coupling, a load at the far end of the other 
shaft, and a pair of gears that couple the 
shafts. 

and damping of the mesh. 

The portion of the model that represents 
the shafts, disks, and bearings is a modi- 
fied version of the ROT-VIB computer pro- 
gram — a general-purpose rotor-dynamic 
program developed in 1983 that calculates 
whirl speeds, the shapes of corresponding 
vibrational modes, and the unbalance re- 
sponses of shafts, rigid disks, and bear- 
ings. ROT-VIB includes the effects of rotary 
and transverse inertia, shear deformations, 
internal hysteretic and viscous damping, 
axial loads, and gyroscopic moments. It 
represents a bearing with a classical sub- 
model of eight springs and damping coef- 
ficients, and it represents a shaft as a finite 
element with four degrees of freedom at 
each node (excluding axial motion and tor- 
sional rotation). 

One of the modifications of ROT-VIB is 
intended to prevent the system matrices 
from becoming nonsymmetrical and 
thereby giving rise to a complex eigen- 
value problem. In this modification, the 
gyroscopic-moment effect is ignored, and 
internal damping of the shaft is included 
only in the damping matrix. The second 
modification is performed because the 
gear mesh causes coupling between the 
torsional and transverse vibrations of the 


system, making it necessary to include the 
torsional degree of freedom. Therefore, the 
mass and stiffness matrices of ROT-VIB 
are expanded to include the torsional mo- 
tions of the shafts. 

In modeling the meshing of two gears, 
the spring/damper element that represents 
the connection between them is consid- 
ered to lie along the pressure line tangent 
to the base circles of the gears. In this sub- 
model, both the stiffness and damping 
values of the mesh are assumed to be 
constant, and tooth separation is not con- 
sidered, inasmuch as the gears are as- 
sumed to be constant and heavily load- 
ed. Although a constant mesh stiffness is 
assumed, the self-excitation effect of a real 
gear mesh is included in the analysis by 
using a displacement excitation function 
representing the static transmission error. 

The complete model can be used for 
forced-vibration analyses of geared-rotor 
systems by calculating the critical speeds 
and determining the response of any point 
on the shaft to mass unbalances, eccen- 
tricities of gears, and displacement-trans- 
mission-error excitation at the mesh point. 
The dynamic mesh forces caused by these 
excitations can also be calculated. The 
model has been used in parametric studies 
on the effects of compliances of the bear- 
ings on the dynamics of geared-rotor 
systems. 

This work was done by Ahmet Kahraman, 
H. Nevzat Ozguven, and Donald ft. Houser 
of Ohio State University and James J. 
Zakrajsek of Lewis Research Center Fur- 
ther information may be found in NASA 
TM-1 02349 [N90-16286], " Dynamic Anal- 
ysis of Geared Rotors by Finite Elements." 

Copies may be purchased [prepayment 
required] from the National Technical Infor- 
mation Sen/ice, Springfield, Virginia 22161, 
Telephone No. (703) 487-4650. Rush orders 
may be placed for an extra fee by calling 
(800) 33&4700. 

LEW-15103 


Pump Propels Liquid and Gas 
Separately 

The pump is a combination of a centrifuge, 
pitot pump, and blower. 

Lyndon B. Johnson Space Center, Houston, Texas 


A conceptual design has been pro- 
posed for a pump that would handle 
mixtures of liquid and gas efficiently. Con- 
taining only one rotor, the pump would be 
a combination of a centrifuge, a pitot 
pump, and a blower. Potential applications 
include turbomachinery in powerplants 
and superchargers in automobile engines. 

The centrifuge section is a cylindrical 
rotating bowl that has internal swept/ 
radial vanes that help to ingest the inlet 


liquid/gas flow, and swirl the flow to the 
speed of the bowl. Axial-flow vanes guide 
the swirled flow while liquid mist is slung 
outward from the gas/liquid mixture (see 
figure). The inlet tip of a stationary pitot 
pump reaches outward in the rotating 
bowl to the radius of the liquid annulus 
trapped at the outer wall of the bowl by 
centrifugal force. The pitot pump scoops 
the liquid out by ram pressure due to the 
rotational velocity. 
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At the end of the rotor bowl opposite 
the inlet, a centrifugal blower wheel is 
attached directly to the bowl. The wheel 
is like that of any turbocompressor, ex- 
cept that its inlet flow has been pre- 
swirled by the centrifuge. A dam extends 
inward from the wall of the bowl to a ra- 
dius smaller than that of the constrained 
liquid annulus, so that the blower re- 
ceives only dry gas. 

Gas fills the space between the rotor 
and the housing. A flat annular disk sep- 
arates the rotor chamber of the pitot 
pump from the flow streaming out the 
eight inlet vanes; gaps at the outer ra- 
dius of this disk allow liquid to enter the 
pitot chamber, and radial vanes on the 
inside of the faceplate of the bowl keep 
the flow swirling to enable the pitot 
pump to function. 

Overall, the action of the pump is quite 
simple: a few vanes sling whatever comes 
in the inlet outward to the bowl; then 
many vanes stabilize and segregate gas 
and liquid; then the pitot pump and the 
blower do their work separately. One very 
important advantage is that in a cen- 
trifuge rotor, as opposed to a cyclone, 
secondary and boundary-layer flows are 
suppressed and favorable, so that the 
separation of liquid and gas is assured 
within the widest range of parameters, 
and flow-energy losses are minimized. 
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A Centrifuge and Blower mounted on a common shaft operate in conjunction with a 
pitot pump to separate liquid and gas, then expel them at higher pressure. 


Initial calculations show that the de- 
sirable speed range of the pitot pump 
and the blower wheel do not match well. 
The diameters selected for the compo- 
nents on a common shaft are a compro- 
mise that accepts a higher-than-needed 
increase in the pressure of the liquid, but 
only the minimum acceptable increase in 
the pressure of the gas. The efficiencies 
will probably be lower than those that 


could be achieved in separate compo- 
nents. Nevertheless, the design is still 
practical and should result in low con- 
sumption of power. 

This work was done by Andrew Harvey 
and Roger Demler of Foster-Miller, Inc., 

for Johnson Space Center. For further 
information, write in 59 on the TSP Re- 
quest Card. 
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Fabrication 

Technology 


Subsurface Growth of Silicide 
Structures in Silicon 

This technique shows promise for fabrication of novel 
electronic, optoelectronic, and electro-optical devices. 

NASA's Jet Propulsion Laboratory, Pasadena, California 



CoSi 2 SEEDS IN BURIED LAYER 



CoSi 2 CRYSTALS IN BURIED LAYER 


These Cross-Sectional Transmission Electron Micrographs show examples of the 
growth of crystals of CoSi 2 in Si substrates. The CoSi 2 seeds were formed and buried by 
depositing Co in an amount equivalent to a thickness of 0.05 nm on an Si(111) substrate 
at 650°C, then capping with 40 nm of Si at 650°C. The CoSi 2 crystals were formed in the 
buried seed layer by depositing an additional 2 nm (equivalent) of Co at 800 °C at 0.009 
nm/s. 


Experiments have demonstrated the 
feasibility of growing microscopic sin- 
gle-crystal CoSi 2 structures beneath the 
surfaces of Si substrates. It may also 
prove feasible to form subsurface struc- 
tures of the silicides of such other ele- 
ments as Ni, Fe, and Cr, and to form 
subsurface structures of analogous 
chemical composition in such other sub- 
strates as germanium and compound 
semiconductors. 

In the case of CoSi 2 (which is metal- 
lic), potential applications lie in the for- 
mation of such buried CoSi 2 microelec- 
tronic structures as ground planes, in- 
terconnections, and metal or permeable 
bases for transistors. In other advanced 
applications, columns of CoSi 2 about 
as large as or smaller than the wave- 
length of electromagnetic radiation that 
one seeks to detect would be buried in 
silicon, with dimensions and spacing 
chosen to tailor absorption peaks or 
other spectral responses or to obtain 
desired linear or nonlinear optical, opto- 
electronic, or electro-optical properties. 


Yet other advanced applications might 
involve buried semiconducting silicides 
like ReSi 2 in long -wavelength infrared de- 
tectors and FeSi 2 in light-emitting diodes. 

The subsurface silicide or other crys- 
talline structures are formed by use of a 
modified molecular-beam epitaxial proc- 
ess. The substrate is first prepared, by 
conventional molecular- beam epitaxy, 
with a buried layer that contains seed 
structures on which the buried struc- 
tures can nucleate and grow. Then in 
the modified process, the deposited 
atoms (e.g., Co) diffuse into the sub- 
strate (e.g., Si) and accrete onto the 
surfaces of the seed structures, form- 
ing buried single-crystal structures (see 
figure). This diffusion-assisted growth 
can be continued until the seed struc- 
tures coalesce to form a buried single- 
crystal layer. It is also possible to form a 
buried polycrystalline layer without dis- 
rupting the single-crystal nature of the 
top layer through which the deposited 
atoms diffuse. 

In the case of CoSi 2 in Si, the seed 
NASA Tech Briefs, November 1993 
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particles could be microscopic particles 
of CoSi 2 or oxides. In addition to the 
buried seed layer, two other conditions 
are essential to the growth of the buried 
structure(s): a deposition temperature 
high enough for diffusion at a sufficient 
rate, and a rate of deposition low enough 
that diffusion of the atoms into the sub- 
strate predominates over competing 
processes at the surface. Typical growth 
temperatures and rates of deposition 
for CoSi 2 in Si are 700 to 800°C and 
0.003 to 0.01 nm/s, respectively. 

Fortuitously, the maximum tempera- 
ture of 800 °C makes this process com- 
patible with other semiconductor-fab- 
rication processes that involve higher 
temperatures. This process offers ad- 
vantages over a competitive process in 


which Co (or other metal) ions are im- 
planted in an Si substrate, the implan- 
tation damages the substrate, and an- 
nealing must be performed at 1,000 °C. 

This work was done by Robert W. 
Fathauer, Thomas George, and William 
T. Pike of Caltech and Leo Schowalter 
of Rensselaer Polytechnic Institute for 
NASA’s Jet Propulsion Laboratory. 
For further information, write in 83 on 
the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been filed. 
Inquiries concerning nonexclusive or 
exclusive license for its commercial 
development should be addressed to 
the Patent Counsel, NASA Resident 
Office - JPL [see page 26]. Refer to 
NPO- 18624 and NPO-18625. 


Plugs Prevent Contamination of 
Passages During Machining 


Removable, reusable devices 
keep machining debris out 
more effectively than 
wax does. 

Marshall Space Flight 
Center, Alabama 

Simple plug devices prevent debris 
from entering internal passages of a 
hardware assembly while it is being ma- 
chined. The plug devices replace paraf- 
fin-wax seals on orifices; hot metal chips 
cannot melt through the plugs as they 
do through the wax and thus cannot 
accumulate in the passages and cavi- 
ties of the hardware. 

The device consists of a stem with a 
screwcap and O-ring (see figure). The 
stem is inserted through an orifice into 
a passage until it bottoms in the pas- 
sage or in a cavity at the end of the 
passage. The screwcap is then tight- 
ened so that it forces the O-ring out- 
ward, forming a tight seal against the 
wall of the passage. This seal keeps de- 
bris out of the passage and cavity. 

This work was done by R. Michael 
Malinzak and Gary N. Booth of Rock- 
well International Corp. for Marshall 
Space Flight Center. For further infor- 
mation, write in 27 on the TSP Request 
Card. 

MFS-29890 



The Plug Is Inserted in the Passage, 

with its stem resting at the bottom and its 
screwcap slightly recessed from the ori- 
fice. Tightening the screwcap squeezes 
the O-ring outward. Loosening the screw 
releases the O-ring inward, so that the 
plug can be removed. 
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Backward Assembly Planning With DFA Analysis 

Algorithms help to plan assembly sequences and to optimize parts to be assembled. 
NASA’s Jet Propulsion Laboratory, Pasadena, California 


A system of algorithms is being de- 
veloped to automate the planning of se- 
quences of manufacturing or field op- 
erations in which components are put 
together into assemblies. The system is 
based partly on the concept of recur- 
sive decomposition of an assembly into 
subassemblies. To guide the generation 
of a preferred assembly plan, the sys- 
tem incorporates design-for-assembly 
(DFA) analysis, in which the designs of 
subassemblies and components are an- 
alyzed for their effects on the feasibility 
and cost of the assembly sequence; the 
results of DFA analysis can also be used 
to modify the designs to optimize them 
with respect to assembly considerations. 

The planning system takes account of 
special processes (for examples, clean- 
ing, testing, and labeling), which must oc- 
cur during the assembly, and handles 
nonreversible as well as reversible as- 
sembV tasks through backward assem- 
bly planning. To increase the planning 
efficiency, the system avoids the analy- 
sis of decompositions that do not cor- 
respond to feasible assembly tasks: this 
is achieved at each stage of the se- 
quence by grouping and merging those 
parts that cannot be decomposed at this 
stage because of the requirements of 
special processes and the constraints 
imposed by the feasibility or infeasibility 
of the affected interconnections between 
parts. 

The system proceeds as follows: First, 
the special processes involved in mak- 
ing the product assembly are represent- 
ed by a symbolic tree or set of trees 
called a "special process forest" (see 
Figure 1) and are incorporated into the 
backward assembly planning via a group- 
ing principle. Given the special process 
forest, the grouping principle governs the 
identification of those parts that should 
be grouped together in a subassembly 
at the current stage of backward assem- 
bly planning, to enable the special proc- 
esses to be carried out properly. In ad- 
dition to the grouping principle, there is 
a merging principle, according to which 
those parts that are not decomposable 
at the current stage of backward as- 
sembly planning because of the infea- 
sibility of interconnection are merged. 
Together, these two principles help to 
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EXPLODED VIEW OF THE FLASHLIGHT ASSEMBLY 




SPECIAL-PROCESS FOREST 


Figure 1 . The Special Process Forest for Assembly of a Flashlight contains one symbolic 
tree that shows the precedence relationships among several testing and cleaning 


processes. 



Figure 2. The Search for an Optimal Plan for assembly of the flashlight involves the 
generation of DFA-analysis tables of the nodes of the tree. S, M, and D in the tables 
denote stability, manipulability, and directionality, respectively. 


reduce the complexity of the space of 
alternative sequences that has to be 
searched. 

The system then proceeds to intro- 
duce criteria of stability, directionality, 
assembly pose, manipulability, process 
planning, and parallelism, and to quan- 
tify these criteria for use in selection of 
the best subassemblies in backward 
assembly planning. Most significantly, 
these criteria are evaluated with a di- 
rect connection to the cost of assem- 
bly on the basis of (1) the identification 
of the number of holding devices to sta- 
bilize assembly operations, (2) the de- 
rivation of the number of reorientations 
required during mating operations, (3) 


the determination of the best assembly 
poses for individual subassemblies gen- 
erated during planning, and (4) the esti- 
mation of the effect of the manipulabili- 
ty of parts and subassemblies on the cost 
of mating. 

Next, a globally optimal plan is found 
by an algorithm called “AO*,” which 
searches a symbolic tree (see Figure 2) 
that represents alternative sequences 
of decomposition of the assembly into 
its components. The tree contains AND 
and OR nodes. The decisions at the OR 
nodes are made with the help of a cost 
function and a heuristic function defined 
in terms of the criteria mentioned above. 
In the process of searching for an opti- 


mal assembly plan, DFA analysis is per- 
formed for each assembly operation on 
the basis of the detailed evaluation of 
these criteria. The result is summarized 
into a DFA analysis table. 

This work was done by Sukhan Lee 
of Caltech for NASA’s Jet Propulsion 
Laboratory. For further information, 
write in 103 on the TSP Request Card. 

This invention is owned by NASA, 
and a patent application has been filed. 
Inquiries concerning nonexclusive or ex- 
clusive license for its commercial de- 
velopment should be addressed to the 
Patent Counsel, NASA Resident Office- 
JPL [see page 26] Refer to NPO- 18817. 


Improved Nystrom 
Integrators 

A new formulation takes 
advantage of modern 
computers. 

Lyndon B. Johnson 
Space Center, Houston, Texas 

A new formulation for Nystrom inte- 
grators offers increased precision and 
speed of computation. When Nystrom 
developed his numerical-integration tech- 
nique in 1925, the only computing ma- 
chines available were crude mechani- 
cal adding machines; because of this 
and because the original version of the 
technique required large amounts of la- 
bor, only simple fractions could be used 
as integration constants. The new for- 
mulation takes advantage of the capa- 
bilities of modern electronic computers, 
which can rapidly process even such 
complicated fractions as irrational num- 
bers with enough precision at each in- 
tegration time step to presen/e the over- 
all accuracy over many such steps (long 
integration times). 

A Nystrom integrator is an algorithm 
for the numerical integration of the sec- 
ond-order vector differential equation 
z = g(z,z, t) 

where z is the dependent variable and 
t denotes time. Typically, z denotes the 
position of an object, and g denotes an 
acceleration, which could include gravi- 
tational, drag, and/or other components. 
Equations of this form can be used to de- 
scribe the motions of such diverse me- 
chanical systems as the solar system, or- 
biting spacecraft, vehicles on rough roads, 
vibrating beams, aircraft, and baseballs. 

The integration constants in a Ny- 
strom integrator must satisfy a set of con- 
straint equations, which are obtained by 
matching the terms in aTaylor-series ap- 
proximation of the integral. The order of a 
NASA Tech Briefs. November 1993 
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Nystrom integrator depends on the num- 
ber of terms used. An approximation of 
higher order yields greater precision, but 
as the order increases, the number of 
derivatives that have to be evaluated in- 
creases, and the amount of computation 
quickly becomes unmanageable. Here- 
tofore, in a typical case, an investigator 
would spend weeks or even months de- 
riving the constraint equations. 

In the new formulation, the indepen- 
dent and dependent variables and the 
various partial and total derivatives are 
expressed via a compact tensor nota- 
tion. Two different sets of tensor terms 
equations are developed, making it pos- 
sible to derive the constraint equations 
by matching coefficients of the identical 
tensor in the two sets. In this approach, 
a typical set of constraint equations can 
be derived in about 1 day. 

The solution of the complicated, non- 
linear constraint equations remains a dif- 
ficult task. Usually, one starts with more 
equations than there are unknowns, the- 
oretically impossible to solve. Many of the 
equations turn out to be redundant and 
can be eliminated, usually leaving more 
unknowns than there are equations. In 
this case, either additional constraint equa- 


tions can be introduced to improve per- 
formance or else some of the integrator 
constants can be chosen to improve the 
performance or simplify the constraint 
equations. At this point, one has a set of 
equations that, in principle, can be solved, 
but the solution by conventional meth- 
ods may take several weeks. 

In the new formulation, the solution 
of the constraint equations is speeded 
by the SEARCH computer program. 
SEARCH is a general-purpose optimi- 
zation program, which maximizes or 
minimizes a cost function defined by the 
user. The program searches for the max- 
imum or minimum by perturbing each 
parameter individually in each cycle of 
a repetitive process in which the per- 
turbation step size is changed from cy- 
cle to cycle. SEARCH has been used 
successfully, for example, to make a least- 
squares fit of about 4,000 equations in 
12 unknowns. 

This work was done by William M. 
Lear of Charles Stark Draper Labora- 
tory, Inc., for Johnson Space Center. 

For further information, write in 74 on 
the TSP Request Card. 
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Life Sciences 

Quantitative Tester and Reconditioner for Hand and Arm 

A computer-controlled system measures and/or 
provides resistance to the subject’s muscle force. 

Lyndon B. Johnson Space Center, Houston, Texas 



An apparatus measures the torques, 
forces, and motions of the hand, wrist, 
forearm, elbow, and shoulder and aids 
in reconditioning the muscles involved. 
The design of the apparatus specifical- 
ly addresses the muscles of the left or 
right arm and shoulder considered in 
isolation from other body muscles. That 
is, it measures forces, torques, and mo- 
tions produced by these muscles only, 
and not those produced by muscles 
elsewhere in the body. 

The apparatus can be used to deter- 
mine the strengths and endurances of 
muscles, the ranges of motion of joints, 
and reaction times. Thus, it provides quan- 
titative data that can be used, for example, 
to assess the extent to which disuse, 
disease, or injury causes deterioration 
of muscles and of motor-coordination 
skills. The same apparatus can serve 
as an exercise machine to restore mus- 
cle performance by imposing electroni- 
cally controlled, gradually increasing loads 
on the muscles. It is suitable for such 
diverse uses as training and evaluating 
astronauts, field testing for workers' com- 
pensation claims, and physical therapy 
in hospitals. 

When the apparatus is used to eval- 
uate the performances of muscles and 
joints, its readings replace subjective 
estimates by a physical therapist or 
quantitative measurements by more- 
limited special-purpose devices. When 
the apparatus is used for recondition- 
ing, it offers advantages over exercise 
with free weights, providing the added 
benefits of controlled speed of move- 
ment and loading. 

The apparatus includes a console 
that contains a rotatable drum mecha- 
nism, associated electronic circuitry, and 
a computer (see Figure 1). Peripheral 
equipment includes a video monitor, a 
keyboard, and a printer. 

A test subject is asked to move a bar 
on the drum with respect to a fixed bar on 
the console. Various attachments can be 
added to the mechanism to isolate ef- 
fects produced by selected muscle groups 
and measure particular motions of the 
wrist, forearm, elbow, or shoulder sepa- 
rately. 

The rotatable drum mechanism turns 



Figure 1. The Console holds the rotatable testing/reconditioning drum, electromechani- 
cal and electronic components, and a computer. Peripheral equipment is conveniently 
close. 



Figure 2. To Test or 
Build Up Strength, a 

subject grasps rotatable 
and fixed bars. The sys- 
tem automatically ap- 
plies a resistive force 
according to the mode 
chosen — isokinetic, 
isotonic, isometric, or 
proprioceptive. 
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in a clutchlike or brakelike resistance 
device, which is filled with a magnetic 
powder that flows freely until a magnet- 
ic field is applied to it by a stationary 
coil in the device housing. The device 
then develops a resistive torque pro- 
portional to the magnetic field. Its out- 
put is measured by a torque sensor. 
The magnetic-particle resistance de- 
vice was selected because it produces 
a high torque, applies and removes it 
smoothly, and is free of backlash. 

The computer controls the current to 
the coil according to the particular test 
(or reconditioning plan) being used on the 
subject. For example, the testing/recon- 
ditioning can be isokinetic: in this mode, 
the apparatus exerts a variable resis- 
tance on the subject’s hand so that the 
rotatable bar is moved at a constant 
speed. Alternatively, the isotonic mode 
can be selected: in this mode, the resis- 
tance is held constant and the speed of 
rotation is allowed to vary. Yet another al- 
ternative is the isometric mode, in which 
a resistance that exceeds the subject's 
strength is applied while the force or 
torque exerted by the hand is meas- 
ured. Still another mode is that used in 
proprioceptive reaction-time testing, in 
which the drum is driven by a motor, the 
direction of rotation is suddenly changed, 
and the subject's reaction time (for the 
subject to feel the reversal and then 
resist it) is measured. 

With the aid of various attachments, 
the system can be adapted to measure 
such special motions as pinching, rota- 
tion of the wrist, and supination and pro- 
nation of the forearm. The attachments 
are in the form of gloves, wristlets, and 
sleeves. 

This work was done by Gary Engle 
and Malcolm Bond of Cedaron Medical 
and Theodore Naumann for Johnson 
Space Center. For further information, 
write in 101 on the TSP Request Card. 

In accordance with Public Law 96-5 17, 
the contractor has elected to retain title 
to this invention. Inquiries concerning 
rights for its commercial use should be 
addressed to ' 

Cedaron Medical, Inc. 

Attn: Malcolm Bond 

P.O. Box 2100 

Davis, CA 95614 

Refer to MSC-22081, volume and num- 
ber of this NASA Tech Briefs issue, and 
the page number. 


Is your subscription 
about to expire? 

Check the expire date. If it is less than 
6 months now is the time to fill out a 
new qualification form before your 
subscription expires. 


Unmatched performance 
in noncontact measurement. 


Our fiber-optic and capacitive 
noncontact measurement systems 
offer submicroinch resolution and 
high frequency response for a 
range of demanding applications: 
Accumeasure 5000 




• Vibration and modal analysis 

• Runout and bearing analysis 

• Gap and positioning control 

• Thickness measurement 

• Surface finish inspection 


20 kHz Frequency Response 
Low-Noise Amplifier 
Interchangeable 
Probes 


Our experienced engineers are ready to help you solve your measure- 
ment problems. Call us with your application: 800-342-2203. 


MTI Instruments 

968 Albany-Shaker Road 
Latham, New York 12110 
518/785-2464 FAX: 518/785-2806 
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Books & Reports 

These reports, studies and handbooks are available from NASA as Technical Support Packages (TSP’s) when a 
Request Card number is cited; otherwise they are available from the National Technical Information Service. 


Electronic Systems 


Unified Robot- 
Control Scheme 

A report describes a unified scheme for 
autonomous supervisory, shared, and 


teleoperation control of a robotic ma- 
nipulator equipped with multiple position, 
force, and velocity sensors. The scheme 
was developed according to an imped- 
ance-control approach in which the ma- 
nipulator acts as a different specified im- 
pedance to each sensor source, which 
can be real or virtual. This approach leads 
to a relatively simple control system that 
has a wide range of capabilities, and en- 



I\irbine Temperature Monitoring- 
3 Times Increased Accuracy, 

5 Times Lower Installation Costs. 


T/C’s to 
Turbine 


Bitbus 
to Host 


The TruTemp™ Thrbine Temper- 
ature Monitoring System delivers 
state-of-the-art measurement 
technology with these benefits: 

Rugged test-rig mounted design eliminates long wire runs from the test 
article. No need for thousands of feet of thermocouple and instrumenta- 
tion wire required by conventional monitoring. . .lowering installation costs 
by 5 times. Simple twisted pair takes care of communications to the host. 

Highly stable, fast response Uniform Temperature References, in situ 
voltage/temperature calibration and improved thermal isolation provide 
3 times better accuracy than any other turbine monitoring system. 

For details, call: 800343-4624 . Or, write to us at: 

Kaye Instruments, Inc., 15 DeAngelo Dr., Bedford, MA 01730 


Write 477 For Literature Only 
Write 678 For Demo & Literature 


ables the relatively simple integration of 
new sensors into the system. This con- 
trol scheme is a product of evolution 
from a prior multiple-sensor-based con- 
trol scheme, called “generalized com- 
pliant motion task-execution primitive," 
which was formulated according to a 
force/compliance-control approach. 

This work was done by Paul G. Backes 
of Caltech for NASA’s Jet Propulsion 
Laboratory. To obtain a copy of the 
report, “Multi-Sensor Based Impedance 
Control for Task Execution, "write in 89 
on the TSP Request Card. NPO-18709 

Numbers and Gains of 
Neurons in Winner- 
Take- All Networks 

A report presents a theoretical study 
of (1) the gains required in neurons to 
implement a winner-take-all electronic 
neural network of a given size and (2) the 
related question of the maximum size of 
a winner-take-all network in which the 
neurons have a specified sigmoid trans- 
fer or response function with a specified 
gain. These questions are important be- 
cause the winner-take-all phenomenon 
and generalizations of it arise repeat- 
edly in research on neural networks. 
From previous research, it is known that 
in general, the necessary gain increases 
with the size of a neural network. On the 
other hand, the gains of practical neu- 
ral circuits are limited to finite values. 
Therefore, it is important to conduct this 
and other studies that contribute to un- 
derstanding of the gain-vs.-size problem. 

This work was done by Timothy X. 
Brown of Caltech for NASA’s Jet Pro- 
pulsion Laboratory. To obtain a copy 
of the report, “Calculating Necessary 
Neuron Gains for Winner-Take-All Net- 
works, " write in 70 on the TSP Request 
Card. NPO- 18640 



Physical Sciences 


Effect of Auger Recom- 
bination in an Ion Track 

A report presents theoretical calcu- 
lations of the contribution of Auger re- 
combination to the depletion of charge 
carriers (electrons and holes) from the 
ionization track left by the passage of 
an energetic heavy ion through a sili- 
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con-based electronic device. These the- 
oretical calculations are needed to as- 
sist in the interpretation of data from 
tests in which silicon-based electronic 
logic circuits are exposed to energetic 
ions, causing single-event upsets (shifts 
between “one” and "zero” logic states). 
To the degree to which Auger recombi- 
nation depletes charge, it can affect 
susceptibility to SEU. 

This work was done by Larry D. 
Edmonds of Caltech for NASA’s Jet 
Propulsion Laboratory. To obtain a 
copy of the report, “Theoretical Pre- 
diction of the Impact of Auger Recom- 
bination on Charge Collected From an 
Ion Track," write in 9 on the TSP Re- 
quest Card. NPO-18565 

Slush-Hydrogen Technology 

A report briefly describes some de- 
velopments in the technology of the use 
of slush hydrogen as a fuel in the pro- 
posed National Aero-Space Plane (NASP). 
These developments consist, principal- 
ly, of the experimental acquisition of da- 
ta on handling characteristics and the 
development of three computer design 
codes to model mathematically the trans- 
fer, pressurization, and pressurized ex- 
pulsion of slush hydrogen. 

This work was done by Margaret V. 
Whalen, Terry L. Hardy, Thomas M. 
Tomsik, Nancy B. Mahoney, and Richard 
L. DeWitt of Lewis Research Center. 
To obtain a copy of the report, “Slush 
Hydrogen Technology," write in 73 
on the TSP Request Card. 

LEW- 15526 

Improved Estimation 
of Delays in Radio 
Interferometry 

A report dated October 2, 1991, de- 
scribes the status of a mathematical 
model of the delays in the propagation 
of radio signals that originate at extra- 
galactic or other distant sources and 
are received at widely separated ter- 
restrial antennas engaged in very-long- 
baseline interferometry. The model — 
more precisely, a collection of math- 
ematical models for various compo- 
nents of delay — is implemented in the 
multiparameter estimation computer 
program MODEST (for MODel and 
ESTimate). This program is needed, in 
such applications as geodynamics and 
astronomy, to extract the significant pa- 
rameters from observed signal delays. 
The MODEST program and the present 
report are updated versions of the 
MASTERFIT program and the accom- 
panying report dated December 15, 
1987. 

This work was done by Ojars J. 
NASA Tech Briefs, November 1993 


Sovers of Caltech for NASA’s Jet Pro- 
pulsion Laboratory. To obtain a copy 
of the report, “Observation Model and 
Parameter Partials for the JPL VLBI 
Parameter Estimation Software, " write 
in 39 on the TSP Request Card. 
NPO-18575 

Detecting Planets 
Outside the Solar System 

A report describes the proposed As- 
trometric Imaging Telescope, which would 
be used to detect planets in orbit around 
distant stars. The Astrometric Imaging 
Telescope would operate for 10 to 20 


years in orbit around the Earth at an 
altitude of 100,000 km. The report in- 
cludes an executive summary and state- 
ment of scientific objectives of the As- 
trometric Imaging Telescope program. 
In addition to describing the telescope, 
it also describes the spacecraft and the 
spacecraft mission that would be needed 
to implement the program. 

This work was done by Steven H. 
Pravdo and Richard J. Terrile of Cal- 
tech, Christ Ftaclas of Hughes Danbury 
Corp., and George Gatewood of the 
University of Pittsburgh for NASA’s Jet 
Propulsion Laboratory. To obtain a 
copy of the report, “Astrometric Imag- 
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_ 3.5" diameter _ 
optical encoder 


High Resolution, 
Low Price! 

90,000 counts/rev. * ( 15 arc sec/count) from $500* * 

225.000 counts/rev* (6 arc sec/count) from $855* * 

450.000 counts/rev* (3 arc sec/count) from $1230* * 

900.000 counts/rev* (1.5 sec/count) from $1516** 

* counts/rev after quadrature edge detection; many other 
resolutions available. 

** price is for quantity 1-5 and depends on resolution, output 
and housing options - significant discounts available for 
higher quantities. 

( 800 ) 759-1844 

All 50 states and Canada. 

'TS*' TELEDYNE GURLEY 

514 Fulton Street • P.O. Box 88 • Troy, NY 12181-0088 
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ing Telescope (AIT)," write in 77 on 
the TSP Request Card. NPO-18748 

Study of Directional 
Solidification 
of Succinonitrile 

Two reports describe experimental and 
computational-simulation studies of the 
growth of succinonitrile crystals by direc- 
tional solidification in a horizontal Bridgman 
apparatus. The apparatus used was a 
specially designed laboratory furnace that 
produces a thermal gradient in the spec- 
imen, in this case succinonitrile. A trans- 


lation system causes the gradient to move 
along the specimen, progressively solidi- 
fying it from one end to the other. In this 
case, the long axis of the ampoule and 
furnace and the direction of translation 
are horizontal. 

This work was done by Henry de Groh, 
III, of Lewis Research Center and Minwu 
Yao of the Ohio Aerospace Institute. To 
obtain copies of the reports, “Segre- 
gated Solution in 3-D Modeling of Crystal 
Growth" and “Application of the Segre- 
gated Solution Approach in 3-D FEM 
Modeling of Crystal Growth," write in 
29 on the TSP Request Card. 
LEW-15672 
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Less is more. Less parts, less assembly 
steps, less assembly time — all yield 
more productivity and more cost 
reductions. To achieve this, designing 
for assembly (DFA) is critical. 

PEM® products address this require- 
ment. Just punch or drill a hole and 
press a PEM fastener into place. PEM 
self-clinching fasteners install per- 
manently into thin sheets. There are 
fewer parts and fewer total pieces to 
handle during assembly. We offer 
threadless and multi-function fasteners 
to further meet your DFA needs. 

These include SNAP-TOP® (shown in 
photo above) and KEYHOLE® stand- 
offs which eliminate the need for quick 
alignment of mating parts, P.C. 
board fasteners and many others. 


For automated installation, our 
PEMSERTER® press quickly installs 
PEM fasteners to gain lower total 
assembly time. 

If you want less to give you more, 
contact us. We can show you how 
PEM fasteners and presses can help 
you meet your DFA needs. 

For your FREE condensed catalog, 
circle the number below. However, for 
a complete fastener specifications & 
design data catalog , 
call our toll-free 
number below. Or 
FAX us at 
215-766-0143. 


1 - 800 - 237-4736 



Materials 


Corrosion of Anodized 
2219-T87 Aluminum 

A report describes electrochemical 
studies of the effectiveness of three sur- 
face treatments in protecting 2219-T87 
aluminum alloy against corrosion. In par- 
ticular, this alloy is subject to pitting cor- 
rosion when exposed to a humid environ- 
ment and especially when exposed to an 
environment that contains chloride ions. 
Two of the surface treatments studied were 
type-ll and type-ill anodizing. The other 
treatment was Magnaplate HCR™, a high- 
technology synergistic coating that pro- 
duces a surface harder than that of steel. 

This work was done by M. D. Danford 
of Marshall Space Flight Center Further 
information may be found in NASA TM- 
103540 [N91-26312], " The Corrosion Pro- 
tection of 221 9-T87 Aluminum by Anodizing. " 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Service, Springfield, Virginia 
22161, Telephone No. (703) 487-4650. 
Rush orders may be placed for an extra 
fee by calling (800) 336-4700. 
MFS-27271 



Mechanics 


Multishock Shields Con- 
taining Aluminum Mesh 

A collection of conference papers, re- 
ports, notebook entries, and other, less-for- 
mal documents depict aspects of continu- 
ing research on multilayer shields to protect 
spacecraft against impacts by microme- 
teoroids or projectiles. Shields of this gen- 
eral type consist of multiple, lightweight, 
thin layers of material. They are called "mul- 
tishock” shields because the incident micro- 
meteoroids and debris generated by impacts 
of the micrometeoroids upon the outer 
shielding layers are subjected to shocks as 
they strike succeeding layers. The shocks 
pulverize and vaporize the particles into 
harmless slower-moving, smaller ones. 

This work was done by Eric Christiansen 
of Johnson Space Center. Further infor- 
mation may be found in AIAA paper A90- 
32035, “Advanced Meteoroid and Debris 
Shielding Concepts." 

Copies may be purchased [prepayment 
required] from AIAA Technical information 
Service Library, 555 West 57th Street, New 
York, New York 10019, Telephone No. (212) 
247-6500. 

MSC-21792 


For More Information Write In No. 569 
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Fabrication Technology 


Effects of Geometry 
on Tensile Strengths 
of Butt Welds 

A report presents the results of an 
empirical evaluation of a theoretical 
equation that predicts the ultimate ten- 
sile strength of a butt weld as a func- 
tion of some properties of the welded 
metal and of the geometry of the weld. 
The geometrical independent variables 
in the equation include the fusion-line 
angles, the mismatch, the thickness of 
the base metal, the peaking angle, and 
the width of the weld. The report does 
not present the equation directly: how- 
ever, an appendix presents a computer 
program that implements the equation. 

This work was done by Stephen S. 
Gordon of Nichols Research Corp. for 
Marshall Space Flight Center. To ob- 
tain a copy of the report, “An Inves- 
tigation into Geometry and Micro- 
structural Effects Upon the Ultimate 
Tensile Strengths of Butt Welds," 
write in 26 on the TSP Request Card. 

Inquiries concerning rights for the 
commercial use of this invention 
should be addressed to the Patent 
Counsel, Marshall Space Flight Center 
[see page 26], Refer to MFS-27283. 


© Mathematics and 
Information Sciences 


Integrated Optimization by 
Multilevel Decomposition 

A report presents a method of inte- 
grated optimization of a structure and its 
control system by multilevel decompo- 
sition. During the last decade, increas- 
ing attention has been given to prob- 
lems of interactions between control 
systems and structures, and to the in- 
tegrated design of a structure and its 
controller. 

In general, the approaches to integrat- 
ed design can be categorized as either 
sequential or simultaneous. A sequen- 
tial approach is one in which a design 
iteration in one discipline is completed 
before a design iteration in another dis- 
cipline begins. A simultaneous approach 
is one in which different disciplinary de- 
sign problems are combined into a sin- 
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gle design problem. 

Multilevel decomposition is an alterna- 
tive simultaneous approach to the design 
of a large system, each of the multiple 
subsystems (e.g., structures or controls) 
of which would heretofore normally have 
been designed according to a distinct de- 
sign discipline. In multilevel decompo- 
sition, the large system is broken down 
into smaller subsystems according to 
the applicable conventional design dis- 
ciplines and according to hierarchical 
lines. The designs of these subsystem 
can be managed more easily than can 
the design of the complete, integrated 
system. 


This work was done by Thomas A. 
Zeiler of Lockheed Engineering & Sci- 
ences Co. and Michael G. Gilbert of 
Langley Research Center To obtain 
a copy of the report, “Integrated Con- 
trol/Structure Optimization by Multile- 
vel Decomposition, " write in 16 on the 
TSP Request Card. 

LAR- 14499 


Are you reading 
someone else’s copy? 

Get your own copy by filling in 
the qualification form bound into 
this issue. 



Synthesized 

Generators 


Function 

Direct Digital Synthesis is 

a powerful new concept for 
function generators, deliver- 
ing synthesized accuracy 
and resolution, clean output 
waveforms and seamless 
frequency sweeps. 

These three high perfor- 
mance instruments use 
DDS technology to provide 
a range of features, such as 
standard waveforms (sine, 
square, triangle ramp), built- 
in modulation, and arbitrary 
waveforms, making them 
suitable for a variety of 
benchtop and ATE 
applications. 

Outstanding performance. 
Unsurpassed Value. 



DS335 

DS340 

DS345 

Maximum Frequency 

3.1 MHz 

15.1 MHz 

30.2 MHz 

Frequency Resolution 

1 pHz 

1 pHz 

1 pHz 

Output Accuracy 

±0.1 dB 

±0. 1 dB 

±0.2 dB 

Maximum Output 

20 Vpp (Hi Z) 

20 Vpp (Hi Z) 

20 Vpp (Hi Z) 

THD (fo=10 kHz) 

<0.05% 

< 0.05% 

<0.10% 

Spurs (fo=l MHz) 

< -65 dBc 

< -65 dBc 

< -55 dBc 

Modulation 

FSK 

FSK 

AM. FM, 
PM, Burst 

Arbitrary Waveforms 

none 

16K points 

16K points 

GPIB/RS232 

$395 

$495 

$495 

Price <us. ust> 

$995 

$1595 

$2195 
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Microfocus X-Ray 
Technology Just Took 
A Giant Leap Forward 


■ 



Revolutionary! 

The KM 160 Microfocus X-ray Source and 
Generator are as compact as you’ll get for 
160KV with a spot size less than 10 microns. 
Four different spot size/power combinations 
are selectable for a variety’ of inspection needs. 
Highly magnified real time imaging is a breeze 
with the short target to window design. 

The KA1 160 uses gas insulated high voltage 
technology to deliver high performance, 
reliability, and serviceability’. The air cooled 
metal ceramic x-ray tube is easy to install and 
manipulate. An RS232 interface facilitates 
automation of all major control functions. 
Finally, the KM 160 features a performance- 
to-price ratio hard to beat. 

Choose the KM 160 for your microfocus 
x-ray source needs. 


KEVEX X-RAY INC., 

320 El Pueblo Road 

Scotts Valley, CA 95066-0860 

Tel. 14081438-5940, Fax. 1 408)438-5892 
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New on the Market 


SurfaceConversion Technologies Inc., 
Cumming, CA, has patented a process 
for depositing a diamond-like coating 
on virtually any substrate capable of 
withstanding 200 °C. A 5-micron- 
thick monofilm on metals, carbides, 
and plastics yields the properties of 
diamond. The coating is extremely 
wear resistant, improves electrical 
conductivity, and increases the life 
of any product harmed by friction, 
such as saws, drills, gears, engine 
components, and bearings. 

For More Information Write In No. 707 



Identity Systems Technology Inc. has 
announced a 486SLC-based note- 
book computer that features a 500 
MB MAXTOR hard disk with an ac- 
cess speed of 8 ms. Weighing under 
7 pounds, the I DENTITY™ notebook 
features 4 MB of memory, upgradable 
to 8 MB, and costs $2995. 

For More Information Write In No. 704 


A low-power, five-channel GPS 
power receiver from Rockwell In- 
ternational Corp., Newport Beach, 
CA, measures 2.0“ x 2.8" x 0.53“ 
and weighs just 2 ounces. The 
NavCore® MicroTracker™ features 
power levels as low as 670 mW, 
time-to-first-fix of 20-30 seconds, 
normal operating temperature range 
of 30-75 °C, and dynamic tracking. 
For More Information Write In No. 706 


WINDAQ/200, Windows-compat- 
ible data acquisition software from 
Dataq Instruments Inc., Akron, OH, 
allows users to acquire, record, and 
analyze waveform data while si- 
multaneously running other Win- 
dows operations. Data can be stored 
at speeds up to 83,000 samples/sec. 
on as many as 16 channels. The 
software features a flexible real-time 
display and permits time and date 
markers with comments. 

For More Information Write In No. 701 



The MathWorks Inc., Natick, MA, 
has announced the MATLAB Image 
Processing Toolbox, the first soft- 
ware to provide advanced image 
processing and numeric computa- 
tion in an integrated environ- 
ment. Based on MATLAB's visual- 
ization and computational tools, the 
software allows users to visualize, 
manipulate, and analyze imagesand 
2D signals. More than 100 func- 
tions are included for linear and 
nonlinear filter design, filtering and 
image restoration, image enhance- 
ment and statistics, 2D transforms, 
and color, geometric, and morpho- 
logical operations. 

For More Information Write In No. 700 



A 2048-pixel, CCD line scan cam- 
era for industrial measurement ap- 
plications has been announced by 
Wintriss Engineering Corp., San 
Diego, CA. The Smart Camera in- 
corporates the onboard processing 
power of a Texas Instruments' 
TMS320C31 DSP, and can both 
image and determine the velocity of 
objects moving at high speed. Soft- 
ware tools allow control of the cam- 
era from a Windows environment. 
For More Information Write In No. 705 


EPIX Inc., Northbrook, IL, has intro- 
duced a board enabling image ac- 
quisition, processing, and display 
on PC/AT — compatible computers. 
The 4MEC VIDEO Model 12 fea- 
tures up to 64 MB of image memory, 
sampling/display rates up to 40 
MHz, and a 1 2 MIPS DSP for accel- 
erating image processing. Memory 
can be configured to 31 ,000 pixels 
per line for high resolution or to 
lower resolutions for image se- 
quences of over 65,000 frames. In 
addition to standard RS-1 70 and 
CCIR sources, the Model 12 can 
interface to line scan, high-resolu- 
tion, and high-frame-rate cameras. 
For More Information Write In No. 703 


For More Information Write In No. 672 
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New on the Market 


The first CD recorder capable of 
reading and recording data at double 
and quadruple speed is available 
from Yamaha Corporation, San Jose, 
CA. The CDR100 handles all stan- 
dard formats, including CD-ROM, 
CD-ROMXA, CD-I, and CD-DIGI- 
TAL AUDIO, and can be used with 
high-precision CD-R disks. The com- 
pact unit fits into a 5 Vj" disk drive and 
uses the PC power supply, making it 
suitable for use as an internal or 
external drive. 


For More Information Write In No. 709 



The PROBE human interface tool 

has been introduced by Immersion 
Corp., Palo Alto, CA, for use in 
computer 3D environments. The 
pen-like stylus allows users to dex- 
terously manipulate position and 
orientation of objects in 3D space 
with minimal fatigue. The tool uses 
magnetic sensor elements to elimi- 
nate noise, interference, and shad- 
owing problems associated with 
some tracking devices. 

Far More Information Write In No. 71 3 

Quantitative Technology Corp., 
Stoughton, MA, has created a math- 
ematical library of algorithms for 
the PC and Macintosh. MATH 
ADVANTAGE 1 " 5.0 for the PC con- 
tains 462 routines, including matri- 
ces, interpolation, integration, poly- 
nomial and rational functions, and 
signal, image, and vector process- 
ing. The Macintosh version's inter- 
face package for input/output, graph- 
ics, and formatting includes func- 
tions coded with the MPW, Mi- 
crosoft, or Think C compilers. 

For More Information Write In No. 712 



Oscilloscope cards introduced by 
PC Instruments Inc., Winsburg, OH, 
combine the features and perfor- 
mance of portable oscilloscopes 
with the convenience of PCs. Occu- 
pying one PC/AT expansion slot, 
the single-channel 420 series and 
dual-channel 430 series provide 200 
MHz bandwidth, 500 ps/div mini- 
mum timebase setting, and a 200 
gigasample/second equivalent sam- 
pling rate. 

For More Information Write In No. 708 



Virtual reality software from Divi- 
sion, Inc., Redwood City, CA, cre- 
ates a 3D user interface as a seam- 
less extension to conventional CAD 
and modeling systems. Dubbed 
dVISE™, it requires no program- 
ming and employs existing inter- 
faces or head-mounted 3D viewers 
and other VR displays to provide 
immersive viewing. dVISE can im- 
port design data from AUTOCAD, 
ProEngineer, MicroStation, Alias, 
MultiGen, and Wavefront. 

For More Information Write In No. 714 

The Quickvision™ high-perfor- 
mance 3D graphics and image pro- 
cessing card has been introduced 
by Fairchild Defense, Germantown, 
MD. Designed for use with Sun 
SPARCstations and compatibles, the 
dual slot Sbus card features hard- 
ware texture mapping and image 
warping at 1.25 million pixels/sec. 
Quickvision has 1 6 MB of onboard 
memory and can draw Z-buffered, 
lighted, Gouraud-shaded, meshed 
triangles at 150 K/sec. 

For More Information Write In No. 711 



OctreeCorporation, Cupertino, CA, 
has released TrueSolid PC, the first 
advancer I volume graphics software 
for PCs. Users can manipulate, visu- 
alize, and analyze large volumetric 
data sets (up to tens-of-millions of 
voxels with attached properties) 
combined with complex geometric 
models. Hierarchical recursive sub- 
division methods provide fast ren- 
dering times regardless of object 
complexity. 


For More Information Write In No. 710 
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Single Phase 

POWER 

ANALYZER 

NEW Model 5100 


Greater Accuracy 
Wider Band Width 
Improved Noise Attenuation 


[f MAGTROL 

Contact your Magtroi representative 
today for details! 

70 Cardenville Parkway, 

Buffalo, NY 14224 
716-668-5555 
800-828-7844 
FAX 716-668-8705 


Model 5100 has all the features 
and options you've come to 
expect from Magtroi for simulta- 
neous measurement and display 
of amps, volts, watts and power 
factor for nearly any electrical 
device. But now Magtroi also 
gives you greater accuracy, a 
wider band width and improved 
noise attenuation for better 
machine stability. Magtroi is 
better than ever! 

• 0.1% Basic Reading Accuracy 

■ Operation up to 20 kHz 

■ Remote Voltage Sensing 
for greater accuracy 

■ Autoranging 

■ Competitive Pricing 


For More Information Write In No. 437 


OLID STATE IS OUR BUSINESS 


Our Solid State Relays 
Are Solid In EveryWay 



25 years of solid state relay experience— commercial/industrial expe- 
rience since 1968. All of our products contain that know-how. Our 
price performance ratios are better than ever. Here is an example: 

The C45 series of solid state ac relays are optically isolated to 4000 
Vrms. The units contain back-to-back photo SCRs and a zero crossing 
circuit developed by Teledyne. The tight zero switch window ensures 
reliable transient free switching of AC loads and very low EMI and 
noise generation. The optical isolation of control from output affords 
noise free power switching. This series can switch from 10 ma to 1.0 
amp rms at 250 Vrms. The C45 is packaged in a low profile 16 pin 
DIP package. 


"TT TELEDYNE SOLID STATE 

Home Office, 12525 Daphne Avenue. Hawthorne, CA 90250 
Telephone: 213-777-0077 • FAX: 213-779-9161 
OVERSEAS: GERMANY. (0611) 7636-143; ENGLAND: (081) 571-9596; 
BELGIUM: (02)673-99-88; JARAN: (03) 3797-6956. 
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rotocon 

HIGH PERFORMANCE ROTARY CONTACTS 


THERMOCOUPLES, 
RTD's, LVDT's 
STRAIN GAUGES, 

1 to 100 contacts! 



Unlike conventional 
slipring designs, the 
unique ROTOCON 
Sealed Mercury Ro- 
tary Contacts are low 
noise, low resistance, 
zero maintenance 
links between sta- 
tionary and rotating 
components 


store 


you 


Buy 


Zero Electrical Noise 
Low And Stable Resistance 
Compact Size 
Zero Maintenance 
Environmentally Sealed 
Rugged And Reliable 
Unaffected By Vibration 
Mount In Any Orientation 

A variety of standard and custom 
ROTOCON models are available 
to fit your mounting configuration, 
rotation speed, and current re- 
quirements (up to 2000 Amps!). 



Call: 

800 - 837-6010 

or 608-836-7571 (faxs oasji-oaoo telex 754331 ) 

meridian laboratory 

P.O. Box 620156, 2415 Evergreen Road, Middleton, Wl 53562-0156 


For More Information Write In No. 655 



Avionics • Military electronics • Medical implants 


FUNCTION 

Precision fine-line circuits make reliable connections in space shuttle 
electronics, cardiac pacemakers, and more. Single layer to multilayer 
and rigid-flex, Minco meets the toughest requirements. 

• MIL-P-50884C certified, all types • Stiffeners for component 

• Connectors and pins soldered mounting 

to MIL-STD-2000 • Fine lines: 0.003” lines/spaces 


7300 Commerce Ln. 
Minneapolis, MN 
55432-3177 USA 


MINCO 

PRODUCTS, INC. 


Phn: 612/571-3121 i 
Telex: 687-9025 
FAX: 612/571-0927 



New on the Market 



The first electro-fluidic multi-chip 

module for proportional control of 
gas pressure has been unveiled by 
Redwood Microsystems, Menlo 
Park, CA. Based on the company's 
patented Fluistor™ silicon micro- 
machined microvalve, the hybrid 
printed circuit board's smaller size 
(1 .5“ x 1 .6“ x 0.8“) and improved 
accuracy (±1% of full scale over 
a 0.1 cc to 1500 cc per minute 
range at 20 psid) offer an alternative 
to conventional electromechanical 
technology in analytical and medi- 
cal instrumentation. 

For More Information Write In No. 721 


A PC expansion card for develop- 
ing artificial neural networks, of- 
fered by NeuroDynmX Inc., Boul- 
der, CO, significantly reduces the 
processing time for such applica- 
tions as pattern recognition, signal 
classification, and image process- 
ing. Networks that require three 
hours to train on a 486/25 converge 
in under four minutes with the NDX 
Neural Accelerator XR25. Featur- 
ing 2 MB of RAM (upgradable to 64 
MB), the card employs an Intel i860 
RISC processor operating at25 MHz 
to deliver up to 22.5 million con- 
nections per second in recall mode. 
For More Information Write In No. 71 6 




SigmaPlot® scientific graphing soft- 
ware from Jandel Scientific, San 
Rafael, CA, is now available for 
Windows. The new release features 
automatic error bars, huge data set 
handling, nonlinear curve fitting, 
axis breaks, multiple axes, regres- 
sion lines, confidence intervals, and 
reference lines. 

For More Information Write In No. 720 


C&H Technology Inc., Camarillo, 
CA, has introduced the PCD series 
of PULSE-GUARD 1 ’ electrostatic dis- 
charge protection products for use 
with standard and high-density D- 
subminiature and other I/O con- 
nectors. The products feature a pat- 
ented composite over-voltage sup- 
pression material applied to aground 
plant suspended between two insu- 
lating membranes. The thin (.015”) 
array can be installed in seconds 
with no loss in performance. 

For More Information Write In No. 71 8 



The first commercial high-tempera- 
ture superconducting current leads 

have been announced by ZerRes 
Corp., Boston, MA. Designed to 
power superconducting magnets 
that operate at just above absolute 
zero, the new leads have demon- 
strated helium savings up to 66% 
when compared to conventional 
copper vapor-cooled leads. Their 
current-carrying capacity is up to 
100 amps in a single element and 
over 1000 amps when bundled. 


DSP Development Corp., Cam- 
bridge, MA, has released a 32-bit 
Windows version of DADiSP, its 
graphical data analysis software 
designed to collect, analyze, and 
display scientific and technical data. 
Fully compatible with previous re- 
leases, DADiSP/32-WINenablesthe 
user to run multiple applications, 
import data via a notepad utility, 
automate worksheets for back- 
ground operation, and manage 
memory allocation. 


For More Information Write In No. 71 5 

Tayco Engineering Inc., Cypress, CA, 
has announced the commercial 
availability of a solid-state thermo- 
stat (SST) originally developed for 
the space shuttle. Unlike bimetallic 
thermostats, the SST is an electronic 
device activated by a solid-state 
platinum resistance temperature 
sensor and has no moving parts to 
fatigue with repeated cycling. The 
SST offers increased reliability and 
operation at higher vibration levels. 


For More Information Write In No. 719 
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POSITIONS WANTED 


Successful, dynamic systems engineer, 
MBA in Engr/BSAAE, 12 years in large 
and small aerospace/defense programs. 
Seeks growth position. Strong background 
in design/development of products & re- 
quirements, performing analyses, evalu- 
ation and testing of hardware/software, 
and defining training programs. Knowl- 
edge of federal regulations, standards, 
and acquisition practices. DOD and 
NATO clearances. Will travel/relocate. 
Box number 35B 

Theoretical scientist, grand quantum 
gravitational research, development en- 
ergy work, electronics, microwave, laser 
work. Interested in working with some- 
one or an organization on a full-time or 
part-time basis, or in consulting, advi- 
sory service. Ronald R. Kotas, Grand 
Quantum Research, P.O. Box 1471 , Fort 
Myers, FL 33903. 

Box number 36B 

Senior/project engineer, BSME, 1 2 years 
experience on government/commercial 
projects, including program manage- 
ment, bids and proposals, and analysis. 
Proven record spanning R&D, manufac- 
turing, quality using design for assembly 
and concurrent engineering on mechani- 
cal/electrical systems. Computer hard- 
ware/software expertise, FORTRAN, Ba- 
sic, C, CAD/CAM, FEA. Multilingual. 
Willing to travel/relocate. 

Box number 37B 

Degreed industrial photographer with 
extensive experience providing high- 
quality photography to engineers and 
researchers in scientific and technical 
areas. Easily interfaces with those pro- 
viding technical reports, manuals, and 
publications — including publicity, news, 
brochures, and all types of visual presen- 
tations. Familiar with data recording, stan- 
dard high-speed motion pictures as well 
as video and digital imaging. 

Box number 38B 

Ph.D (physiology & neurophysiology), 
MS (medical electronics), 29 years of 
R&D and academic experience, exper- 
tise in respiratory, cardiovascular and 
exercise physiology, medical science and 
exercise equipment (patents), mass spec- 
trometry, and analog electronics. Has an 
idea for an exercise system with a poten- 
tial for diagnostic, rehabilitation, and 
training applications. Seeking an aca- 
demic or R&D position. 

Box number 39B 

1 1 -year electrical engineer wants over- 
seas job. Full range background in EE, 
hardware & software, PCs, etc. Great 
communication and leadership skills. 
Also, some unique skills: usable German 
and Turkish (non-technical, but learn 
fast), some Spanish experience, private 
pilot license, extra class amateur license. 
Box number 40B 


Contamination control engineer and pre- 
cision cleaning specialist with over 20 
years experience with a Malcolm 
Baldridge high technology electronics 
company. Expert on latest cleaning and 
drying technologies in support of chlo- 
rofluorocarbon elimination. Strong lead- 
ership, organizational, and writing skills. 
BS in chemistry with knowledge of statis- 
tical techniques and statistical process 
control. Will relocate. 

Box number 41 B 

Ph.D in physics with over 25 years expe- 
rience in plasmas, gaseous electronics, 
lasers, electro-optics, and fiber optics. 
“Front end man" capable of solving new 
problems, before others have identified 
the 'issues. Willing to work on a wide 
variety of technical problems, under a 
wide variety of work arrangements. 

Box number 42B 

MS chemist/engineer. 1 5+ years in de- 
velopment, field testing, engineering, and 
technical service on process chemical 
analyzers. Applications: photometric, 
chromatographic, electrochemical ana- 
lyzers to gaseous, liquid, solid samples. 
Process control, product control and 
quality, air/water pollution, health/safety 
applications. Strong skills in technical 
writing, public speaking, organizing, and 
quality management. Tel: 504-751 -5259. 
Box number 43B 

Materials/metallurgical engineer. Regis- 
tered PE and CWI . 20 years experience as 
metallurgist and welding/quality engi- 
neer. Specified NDT requirements for 
NASA/ASRM project. Have commercial 
and Navy nuclear experience. Special- 
ized in ASME, NAVSHIPS, AWS, and API 
codes. Had DOE/DOD clearances. Seek- 
ing staff, management, or R&D position. 
Box number 44B 

Flight simulation experience (1 7 years) 
to manager of engineering level. BSCS, 
MS Simulation System. Commercial/mili- 
tary device experience. R&D, program, 
department management, and new busi- 
ness experience. Mil-Stds experience. 
Excellent communications skills. Tech- 
nical analysis and proposal writing skills. 
Customer/vendor interface skills. Spouse 
senior visual database engineer. Will re- 
locate. Tel: 407-292-3361. 

Box number 45B 

BSEE graduate seeking position in digital 
or analog hardware design. Strong inter- 
ests in image processing, audio, and 
HDTV. Senior design project involved 
building a PC-compatible audio capture 
and playback interface. Knowledgeable 
in control systems, C programming, UNIX 
shell scripts, circuit simulation, X-Win- 
dows, and DOS. Enjoy working in groups, 
a quick learner, and a good teacher. Tel: 
302-453-8147. 

Box number 46B 


Ph.D, over 12 years in finite element 
development and applications in aero- 
space industries. Extensive experience in 
classical structural mechanics and in the 
use of NASTRAN, PATRAN, XL, SAPIV, 
AGGIE. Expertise includes static, dynamic 
(modal, random, transient vibrations), 
buckling, fatigue, nonlinear solutions. 
Excellent oral/written communication 
and computer skills. Willing to relocate. 
Box number 47B 

Innovative product designer/mechanical 
problem solver. Listed: expert consultant 
in those categories with Teltech Resources 
Network. MIT education in industrial 
management (mechanical engineering 
option) and architecture. Fellowship with 
Frank Lloyd Wright. Extensive experi- 
ence in a wide range of product design 
and development. Available anywhere 
for consultation or full-time employment. 
Box number 48B 

BS in medical engineering, MS in ap- 
plied optics, Ph.D in biomedical engi- 
neering (vision/neuroscience) and post- 
doc experience. More than ten years of 
research experience. Seeking R&D engi- 
neer/scientific position related to bio- 
medical instrumentation, visual science, 
electrophysiology, and biomedical op- 
tics. Strong experience in physics, lasers, 
optical and mechanical design, optical 
imaging, and computer modeling. 

Box number 49B 

BS in mechanical engineering with 2.5 
years in satellite mechanism and systems 
design. Designs developed from concept 
to final design, including manufacture 
and test. Three design patents pending. 
Extensive knowledge of AutoCAD and 
PCs. MS in engineering mechanics 
(composite materials) pending thesis 
completion in Dec. '93. Army veteran 
with previous Top Secret clearance. 

Box number 50B 


Ph.D physicist, 16 years industry R&D 
experience, seeks technical/management 
position in Houston, TX. Experience: 
development/application automated neu- 
tron/gamma detection systems for mate- 
rials stud ies/NDT, cryogenic infrared/vis- 
ible photodetector R&D, measurement/ 
modeling radiation damage and transi- 
tory effects, project proposal/planning/ 
management. Security clearance. 

Box number 51 B 

Mechanical design/analysis position. MS 
in structural mechanics, BS in mechani- 
cal engineering. 1 3 years structural de- 
sign/analysis of aerospace components, 
including composites. Fluent in linear, 
nonlinear, static, and dynamic analysis 
using MSC/NASTRAN, ABAQUS, and 
NIKE finite element codes, and PATRAN 
modeling software. Fluent in VAX/VMS 
and Cray/UNIX. CAD experience. 

Box number 52B 

Experienced, multiple-skilled senior-level 
toolmaker, highly motivated, industri- 
ous, creative, objective, team-oriented, 
on-line production problem-solver, who 
is keenly knowledgeable in tooling de- 
sign concepts. Reputation as being reli- 
able, punctual, dedicated, and possess- 
ing a strong work ethic. Seeking long- 
term growth opportunity with a stable, 
industry-leading company. 

Box number 53B 

Welding engineer/metallurgist with 20 
years experience. Ph.D in materials sci- 
ence and engineering. Results from ex- 
pertise, creativity, and judgment in se- 
lecting steels, aluminum, processes, and 
finishes for low cost and flowtime to 
reliable fatigue and fracture products. 
Failure analysis and correction. R&D and 
managing first-time technologies. Engi- 
neering drawings, specifications, cus- 
tomer justifications. 

Box number 54B 



To obtain resumes corresponding to the above 
Positions Wanted Ads, fill out this form and mail 
to: NASA Tech Briefs, 41 East 42nd St., New York, 
NY 1001 7. ATTN: Gregg McQueen, or call 1-800- 
944-NASA and ask for Gregg McQueen. 

Send resumes for the following box numbers (limit 5): 

Box Box Box 


Box_ 


Box 


Name: 


Company Name: 

Street Address: 

City/State/Zip: 


To submit an ad for inclusion in this column, send a copy of your 
resume and a 50-word summary to: NASA Tech Briefs, 41 East 
42nd St., New York, NY 10017, ATTN: Gregg McQueen. 
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T ra ns portable systems deserve an engineered home. ANVIL CASES 
has over forty years experience in designing and manufacturing 
cases for transportable systems. Cases which add value and 
functionality to the systems they house. When your system needs 
to travel, send it in an ANVIL Mobile Home. 

ANVIL'S ATA Compliant Mobile Home Provides: 

• Protection from the hazards of the road 

• Easy set-up and tear-down 

• Reduced total shipping costs 

• Extended system life through protection 

ANVIL CASES provide the Comfort and Protection of Home 


CALL 800-FLY -ANVIL or 800-359-2684 

m ANVIL EA 

USA SUBSIDIARY OF ZERO COI 


CORPORATION 


For More Information Write In No. 605 



For the tightest installations, Kaman’s 0.080-inch 
diameter sensor lets you resolve microscopic 
displacements down to 4 microinches at 50 kHz, 
without contact. Ideal for both magnetic and non- 
magnetic materials, this sensor is only one of 
Kaman’s 24 standard sensors that let you see 
small changes in position. Call us for details. 


Kaman Instrumentation, 1500 Garden of the Gods 
Road, Colorado Springs, Colorado 80907 
Phone 719-599-1825, Fax 719-599-1823 

800 - 552-6267 


KAMAN 




New Literature 


A temperature sensing guide pub- 
lished by Watlow Cordon, Rich- 
mond, IL, describes the company's 
thermocouples, RTDs, thermistors, 
related instruments, wire, cable, and 
thermowells. The eight-page guide 
addresses processes in which pre- 
cise contact temperature measure- 
ments are needed in cryogenic 
(-200 °C) to extremely high-tem- 
perature (2315 °C) refractor use. 
For More Information Write In No. 733 


Kistler Instrument Corp., Amherst, 
NY, has released an 88-page cata- 
log of its quartz piezoelectric, sili- 
con micromachined, piezoresistive 
transducers for pressure, force, and 
acceleration. Also included are sig- 
nal conditioners, charge amplifiers, 
calibrators, cables, and connectors. 
Applications include modal analy- 
sis, vibration measurements, com- 
bustion research, plastics molding, 
and industrial monitoring. 

For More Information Write In No. 725 


Waticw Gordon 


Bearing handling, maintenance, and 
lubrication procedures are illus- 
trated in a 336-page handbook re- 
leased by SFK, King of Prussia, PA. 
Designed with vinyl-coated pages 
for use on the shop floor, the book 
offers guidelines on bearing mount- 
ing and dismounting, inspection, 
shaft alignment, and cleanliness, as 
well as a troubleshooting section. 
For More Information Write In No. 724 

A 130-page catalog from Maxon 
Precision Motors Inc., Burlingame, 
CA, presents a wide range of minia- 
ture motors and motion control 
products, DC moving coil and 
brushless motors, spur and plan- 
etary speed reducers and gearheads, 
analog tachometers, optical encod- 
ers, and electronic drives. The cata- 
log provides technical data tables, 
schematics, and an extensive appli- 
cations sizing and technical assis- 
tance section. 

For More Information Write In No. 735 


An instrument motor/generator 

catalog from Vernitron Corp., 
Herndon, VA, features tutorials on 
its precision subtract ional servo, hys- 
teresis/synchronous, and stepper 
motors. Topics include the effects of 
fixed and variable winding voltages 
on control of motor speed and di- 
rection, the relationship of pole 
count to motor rpm, motor con- 
struction techniques, and methods 
of integrating gearheads to increase 
output torque. 

For More Information Write In No. 730 




vxBNrrxoN 


Analog Devices, Norwood, MA, has 
released its 1993 Short Form De- 
signers Guide, providing informa- 
tion on electronic components and 
subsystems for use in real-world 
signal processing. Featured new 
products include a range of fast 
DACs, ADCs, and amplifiers de- 
signed for display, signal process- 
ing, radar, ATE, diskdrive, and com- 
munications applications. 

For More Information Write In No. 734 
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New Literature 


A 16-page capacitor catalog from 
Cornell Dubilier Electronics (CDE), 
New Bedford, MA, showcases high 
peak current snubbers and resonant 
power supplies. Tested using a 20- 
PET power switch that discharged 
the units in as little as 40 ns, CDE's 
mica and polypropylene capacitors 
can take up to 9000 amps of peak 
current. Capacitances from 1 00 pF 
to 1 °F and voltages from 200 to 
2000 Vdc are available. 

For More Information Write In No. 731 

MicroENERGY Corp., Longwood, 
FL, has published a 32-page refer- 
ence entitled Considerations When 
Specifying Switchmode Power Sup- 
plies. Topics include reliability, 
agency approvals, EMC, power fac- 
tor correction, specification writ- 
ing, strife testing, thermal manage- 
ment, and power density. 

For More Information Write In No. 722 



Stevens 


Urethane 


Tubing . Cord 


& Profiles 

L. ^ 

The high-performance 
'rtafenaf for today's 




A high-performance polyurethane 
tubing brochure has been published 
by )PS Elastomerics, East Providence, 
Rl. The guide provides technical 
characteristics, configurations, and 
sizes for PluroTubing™ and other 
extruded profiles. 

For More Information Write In No. 726 

A VLSI products selection guide 
from Qualcomm Inc., San Diego, 
CA, describes Viterbi decoders, trel- 
lis codecs, variable-rate vocoders, 
direct digital synthesizers, digital- 
to-analog converters, phase-locked- 
loop frequency synthesizers, and 
voltage-controlled oscillators. Ap- 
plications include communications 
systems, RF/microwave equipment, 
and medical instrumentation. 

For More Information Write In No. 723 

The Technology Transfer Toolkit, a 
compilation of technology transfer 
tools, methods, and techniques, has 

been published by the Technology 
Transfer Society, Indianapolis, IN. 
Each tool is described in terms of its 
functionality, utility, and experience, 
and contacts and/or organizations 
are identified. 

For More Information Write In No. 727 


A wide range of pushbutton, toggle, 
environmentally-sealed, special pur- 
pose, and basic switches are show- 
cased in a 72-page catalog from 
OTTO Controls, Carpenterville, IL. 
It features the new K series of sealed 
rocker switches. Unique switch 
mechanisms provide excellent wip- 
ing action to keep contacts clean. 
For More Information Write In No. 728 



The Motor & Control Division of 
Pacific Scientific Co., Rockford, IL, 
is offering a capabilities brochure 
that highlights its value-added mo- 
tion management™ approach. Of- 
fering flexible motion control solu- 
tions, the approach includes Pac- 
Sizit!™ product sizing/selection in 
Windows and the PacLAN™ local 
area network to simplify multiaxis 
control, machine control integra- 
tion, system integration, and pro- 
cess monitoring. 

For More Information Write In No. 732 



General Magnaplate, Linden, N), 
hasissuedan illustrated report show- 
ing how its coatings for metal parts 
can solve mold and die application 
problems. Multi-step surface en- 
hancement treatments become an 
integral part of a super-hard, non- 
stick surface that can improve mold 
release, eliminate corrosion and pre- 
mature wear, and help keep pro- 
duction lines moving. 

For More Information Write In No. 729 



Precision Flying Requires 
Precision Materials. Elgiloy 


Over 40 
Alloys in 
Strip 
AND _ 


• Resists Stress & Cracking 
• Corrosion Resistant 
Non-Magnetic • Long Fatigue Life 
• Performs Consistently 
in Temperatures Ranging 
From -300° to 850° F 
Elgiloy Limited Partnership 
1 565 Fleetwood Drive 


Wire Elgin, IL 60123 

~ Tel: (708) 695-1900 

Fax: (708) 695-0169 

Pratt & Whitney and GE Approved 


For More Information Write In No. 601 


12 BIT, 20 MSPS < $5K 

A/D AND SCOPE CARD FOR IBM PC AT 



Gage Applied Sciences Inc., the leader in high quality, high speed PC based 
instrumentation, introduces CompuScope 1 01 2, the latest addition to its family 
of ultra-high speed data acquisition and oscilloscope cards. 

CompuScope 1012 is the world's fastest 12 bit A/D card. Its features include: 


12 bit resolution 
Dynamic range of 65 dB 
2 simultaneous inputs at 10 MSPS 
C. Pascal and BASIC source drivers 
Up to 1 500 Volt differential probe 
Output to arbitrary waveform generator 
Fastest LabView-compatible 1 2 bit card 


Sample rate up to 20 MHz 
Memory depth up to 1 Megaword 
Up to 16 simultaneous inputs in one PC 
Windows, LabWindows & LabView drivers 
Compatible with GageScope software 
Optional FFT and X-Y software 
OEM software support available 


CSLITE (8 Bit / 40 MSPS / 1 6K) 
CS220 (8 Bit / 40 MSPS / 256 K) 

CS250 (8 Bit / 1 00 MSPS / 32 K) 

CS1012 (12 Bit / 20 MSPS / 51 2K) 


Winner of 

S59S BEST IN TEST 1 993 
SI .995 Award from TEST & 
S3, 500 MEASUREMENT 

54,995 WORLD MAGAZINE 


Inquire about our arbitrary waveform generators 

CALL (514) 337-6893 


GciGa 


^ 5465 Vanden Abeele, Montreal PQ. Canada H4S 1 SI . Fax (514) 337-841 1 y 
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To Advertise— Call (212) 490-3999 



SENSORAY Model 41 9 for the IBM-PC 
combines sensor excitation, A/D con- 
version and digital processing in a com- 
pact 16-channel plug-in-board. 


SEriSDRfiV 


(503) 684-8005 
FAX(503) 684-8164 



More than 
500 pages of 
tooling components! 


This illustrated complete 
line catalog includes 
component parts for jigs 
and fixtures, chuck jaws, 
plug gauges, threaded 
inserts, stainless steel 
tooling components, 
toggle clamps, 
SWIFTSURE power 
workholding devices, drill 
jig bushings, locking pins, 
and modular fixturing. 
Completely illustrated. 
Send for your free copy. 



ynrad is 
the world’s 
largest sup- 

C0 2 lasers 
2 used in ‘"Desk- 
top Manufacturing” systems. Applica- 
tions include culling, marking, dril- 
ling, welding, and perforating of most 
non-metallic materials. 


CO-CO, 



1 1816 North Cm*k Purkwuv North 

Bothrll. W A 9801 1 

Tel 206-48.3-6100 Kux 206-485-4882 


For More Information Write In No. 405 

Instant 

Microcontroller 


Instant C Programming 

Don't use a microprocessor, use a SmartBlock 1 * 
microcontroller module to build your custom 
controller. Our $195 interactive Dynamic C™ 
development system makes programming easy. 
3.5 x 2.5 inch module includes microprocessor, 
memory, time/date clock, eeprom, watchdog, 
serial ports and more. As low as $59 in quantity. 
The efficiency of a custom design without the 
headaches. 

Z-World Engineering 

1724 Picasso Ave., Davis, CA 95616 USA 

Tel: (916)757-3737 

Regular Fax: (916) 753-5141 
Automatic Fax: (916)-753-0618 
(Call from your fax. request data sheet #14.) 


For More Information Write In No. 410 


For More Information Write In No. 407 


PRODUCT 

ASSURANCE 

CONSULTING 


• Worst-case Design Analysis 

• Reliability/MTBF Predictions/ 
Maintainability And Logistics Support 

• Mechanical & Thermal Analyses 

• Quality Assurance & Parts Engineering 

• High Reliability Test Services 

• Engineering Documentation 

• Design And Development 


Assurance Technology Corporation 

84 South St., Carlisle, MA 01741 
Call Karen Zdon 
Tel.: (508)369-8848 



FREE! 

130 

Page 

Catalog 


“Optics 

for 

Industry” 


Free 130 page product catalog from Rolyn, 
world’s largest supplier of “Off-the-Shelf" optics. 
24-hour delivery of simple or compound lenses, 
fitters, prisms, mirrors, beamsplitters, reticles, 
objectives, eyepieces plus thousands of other 
stock items. Rolyn also supplies custom prod- 
ucts and coatings in prototype or production 
quantities. ROLYN OPTICS Co., 706 Arrowgrand 
Circle, Covina, CA 91722-2199, (818)915- 5707, 
FAX (818)915-1379 


For More Information Write In No. 408 


100,000 

PATENTS 


1C EACH 

For only $995, you can receive every 
page of every new patent issued by 
the USPTO in 1993. Over 100,000 
patents (one million pages) per year. 
Back years & subsets also available. 
For free samples, demo disk, and 
complete information about Q-Data 
PatentFile™ subscriptions on 
CD-ROM or microfiche, call toll-free: 


Q-DATA WORLDWIDE, INC. 

1-800-237-3530 


For More Information Write In No. 418 
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Fuzzy Logic 



CubiCalc 


Desktop Tools for Non-Programmers 
Programming Libraries 
Data Acquisition and Control 


HyperLogic Corporation 
1855 E. Valley Pkwy. Suite 210 
Escondido, California 92027 

(61 9) 746-2765 Fax (61 9) 746-4089 


Also available 

The OWL Neural Network Library 


For More Information Write In No. 416 


For More Information Write In No. 406 


THE DEPLOYABLES 

Rugged. Lightweight, Portable Computer. 



□ Weighs Only 20 lbs. 

□ 80386180486 CPU 

□ 7-Slot Passive 
Backplane 

□ Color and 
Monochrome VGA 
Displays 


□ Custom Expansion 
Modules 

□ MI L-STD-8 1 OE/46 1 C 

□ AC and DC Power 

□ DOS/UNIX/POSIX 
Environment 


NAI 

TtCHNOiOGiis, Inc 
Mutaky Products Division 


Hauppauge, New York 
(516)582-6500 Fax (5 16) 582-8079 


For More Information Write In No. 417 
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UUUb 

INNOVATIVE ENVIRONMENTAL ENCLOSURES 
FOR SCIENCE AND INDUSTRY 
REGULATED WORK AREAS 
• Pilot Plant Operations 
• Environmental Enclosures 
• Clean Room Applications 
• Hazardous Procedures 
• NEWMOBILAB 
• NEWMODULAB 

Request new cstalog describing HEMCO'S 
Unilab Regulated Work Areas, call 816-796-2900 


E 


IJHEMCO 


Sm CORPORATION 

111 N. Powell Independence, MO 64056 USA 
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ZIRCONIA FELT - 

THE UNIVERSAL INSULATION 

ZIRCAR's Zirconia Felt is a flexible ceramic textile 
designed for use in corrosive environments and at high 
temperatures (up to 2200° C). Comprised of mechani- 
cally interlocked zirconia fibers, it is 1 00% inorganic 
and has very low thermal conductivity. 

Suggested applications include: 

• Thermal insulation in 
crystal growth furnaces 
and guidance electronics 

• Fire protection in high 
tech battery systems 

• Chemical barriers in 
powder metal part sintering 

• High performance gas 
diffusion burners 


ZIRCAR's Zirconia Feltis available in 18" x 24“ 
sheets in two (2) standard thicknesses (.1“ and .05"). 
Custom sizes, shapes and die-cut parts are available 
on request. For more information, please contact: 

ZIRCAR Products, Inc. 

1 1 0 North Main Street 
Florida, New York 10921 
Phone #(91 4) 651-4481 
Fax #(914) 651-3192 


Sircar 
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Merlin Data Recording 

...qualified, proven and versatile! 


AIRBORNE VIDEO RECORDER 


Ti 

I 

S 


z Hz 


O t 


vioeo cassette 


□□ 

_o_ 


VIDEOTAPE Pune* 


ME-991 DECODER 


Qualified to Mil-Std-8102. Merlin systems are at work on 
scores of platforms around the world, using interchangeable 
data interface modules (PCM, Mil-Std-1553, RS-422, etc.) 
compatible with existing data sources and analysis eguipment. 



Using standard, low-cost video equipment as the archival medium, 
over 2 hours of continuous data may be recorded using the ME-981 
Open design philosophy of the Merlin system allows the user to choose 
among video tape recorders, data interface modules and data analysis 
equipment to create an optimum system for many data acquisition 
requirements. 
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Phone (415) 856-0900 • FAX (415) 858-2302 iTAwi AAA ■ 


The Techxology Connection 


To Advertise Call (800) 944-NASA 


Meetings/W'orkshops 


Technology 2002 Conference Proceedings 

1 000 Pages Of High-Tech Innovations 

If you missed the show, here’s your chance (o discover the bei new I ethnology being generated by NASA, 
the Department of Energy and Defense, and other key government agencies. Two-volume set features the 
keynote addresses by NASA administrator Daniel Goldin and Maryland senator Barbara Mikulski as well 
as 1 20 papers spotlighting new inventions with commercial promise in: 

Advanced Materials Energy /Environmental Technology 

Artificial Intelligence Microdcaronics/Optodectroma 

Biotechnology /Life Sciences Manufacturing 

Computer Technology Sensors & Signal Processing 

Data Management & Storage Robotics 


Mail with check or money order to: Associated Business Publications 
41 E. 42nd St., Suite 921, NY, NY 10017 
For credit card orders call (800) 944-NASA. 



Technology Transfer 
Publications 


Databases/ 
Information Searches 


ARE YOU MISSING VALUABLE 
OPPORTUNITIES IN 
TECHNOLOGY TRANSFER? 


WORLD TECHNOLOGY/Patent Licensing 
Gazette - published since 1968 - is the 
authoritative international publication which 
will provide you with information clearly and 
concisely on: 

• hundreds of new products and processes 
available for license. 

• numerous business opportunities. 

• latest developments in technology 

• news on licensing activities worldwide 

Subscription rates: $145 (6 bi-monthly issues) 
Send check, money order, MC/VISA to: 

Techni Research Assoc., Inc., 
Willow Grove Plaza, York & Davisville Rds 
Willow Grove, PA 19090 


Professional 

Services 


INVENTORS 

If you have an invention for 
sale or license, write for our 
FREE booklet explaining how 
we can help you. Kessler Sales 
Corp Dept. C-76-3 Fremont, 
Ohio 43420 


This is what the Federal 
Laboratories Database 

can put at your fingertips: 

• 2,000 Federal Labo- 
ratories, Facilities 
and Centers 

• $70 billion in R&D 

• expertise in 170 
Critical Technologies 

• specialized laboratory 
equipment 

For information on the PC 
($495) and Macintosh ($695) 
versions of the FLD contact 
the: 

Mid-Atlantic 
Technology 
Applications Center 
800 - 257-2725 
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Nicolet Pro Digital Oscilloscopes are the 
fastest, most accurate 12 or 14 bit scopes 
you can find for capturing a single shot 
event. Every bit of it. The full 
dynamic range. Not just bits and 
pieces you get with an 8 bit scope which 
can hurt in your analysis. And if a sampling 
rate with guaranteed 0.25% accuracy isn’t 
enough, consider accuracy, real-world 
triggering, up to 1M memory per channel, 
differential amplifiers and a wide range 
of analysis 
software on or 
off the scope. 

For circuit 
breaker, servo 

motor, engine analysis or physiological 
applications, the choice is yours. Take 
your chances with what you can’t see. 

Or make sure you do see it by calling 
Nicolet today. 1-800-356-8088. 



Nicolet 


INSTRUMENTS OF DISCOVERY 



5225 Verona Road 
Madison, WI USA 53711 
608-271-3333 
Fax 608-273-5061 

For More Information Write In No. 580 



Why the makers of AutoCAD 

strongly recommend 

another brand of software. 




New Generic CADD 6.1 


AutoCAD Release 12 


Introducing Generic CADD 6.1. 

The makers of AutoCAD* software reeognize that not everyone needs AutoCAD s 
full-throttled power. That’s why we recommend new Generic CADD 1 * 6.1. 

This latest version of Generic CADD software can now write AutoCAD. DWG 
files — the standard file format throughout the CAD world. 

q This upward compatibility from Generic CADD to AutoCAD lets 
you extend the power of CAD to anyone in your organization — even 
those not directly involved in the design process. 

Of course, this latest version of Generic CADD delivers the extra- 
ordinary functionality and ease-of-use that have made it a three-time winner of 
the coveted PC Magazine Editors’ Choice Award. And it’s still only $495. 

Generic CADD 6.1 is part of the Autodesk” family of design automation products. 
You’ll find it at leading retail software centers. Or call 
us at 1-800-228-3601 and request Infopack#A108. 



M Autodesk 


O 1993 Autixk-sk. Inc All rights reserved. Autodesk, the Autodr-sk logc> ami AutoCAD are registered trademarks of Autodesk. Inc. Generic CADD is a registered trademark of Generic Software. iLb.a. Autrxlesk Retail Products Division. 





